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EATON MANUFACTURING COMPANY 


EATON 
AXLES 


Truck operators who do most or all of’ 


their driving on poor roads find Eaton 
2-Speed Axles al t indisp ble. 
They need extra pulling power under 
such conditions—and Eaton gives it to 
them by doubling the conventional 
number of gear ratios. When roads are 
bad, when climbing stiff grades, or 
when starting under. full load, drivers 
use “low low’. When highballing, they 





Axle Division 


CLEVELAND, OHIO 


make better time because they can shift 
into “high high”. Between these two 
extremes, drivers have a choice of 
several ratios to meet the demands of 
road and load conditions. 

And Eaton 2-Speed Axles last for the 
life of the truck, because of exclusive 
planetary gearing, positive lubrication, 
and other features which your truck 
dealer will be glad to show you. 


a 
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d PRODUCTS: SODIUM COOLED, POPPET, AND FREE VALVES e« TAPPETS ¢ HYDRAULIC VALVE LIFTERS ¢ VALVE SEAT INSERTS e¢ JET ENGINE 


PARTS 


SPRINGTITES ¢ SPRING WASHERS 


ROTOR PUMPS e MOTOR TRUCK AXLES 


PERMANENT MOLD GRAY IRON CASTINGS 
¢ COLD DRAWN STEEL e STAMPINGS ¢ LEAF AND COIL SPRINGS # DYNAMATIC DRIVES, BRAKES, DYNAMOMETER 


e HEATER-DEFROSTER UNITS e¢ 


SNAP -RINGS 





Abbott Laboratories’ big new manufactur 
ing addition in North Chicago, Illinois 
Noess & Murphy, Architects. John 
Griffiths & Son Construction Co., 
Contractors. Construction steels including 
Hi-Bond reinforcing bars from Joseph T 
Ryerson & Son, Inc. 


Ryerson Reinforcing Service 
Helps Build New Drug Plant 


exceed the new ASTM specifications for height 
and spacing of ribs. 


Here Ryerson construction steel service will help 
keep the nation healthy. Reinforcing bars, cut 
and bent to specification, spirals, wire fabric, rein- 
forcing accessories—all are being shipped from 
Ryerson stocks to complete this big drug products 
plant addition on schedule. 


When originally contracted for, before Korea, 
supplying such a job was routine at Ryerson. But 


So, despite shortages, we suggest you call us 
when you need reinforcing steel service. We'll do 
our best to help you. 





today, peak demand for steel has drastically re- 
duced our stocks of reinforcing materials. So we 
can’t handle every construction steel order and 
inquiry, much as we would like to. 


However, when we can meet your requirements, 
we're able to take over the complete job from 
setting diagrams and bending details to depend- 
ably scheduled deliveries. Every bar is perma- 
nently identified with a metal tag for easy place- 
ment. And all Ryerson reinforcing bars meet or 





PRINCIPAL 


REINFORCING —Bars, wire fab- 
ric, spirals, etc. 

STEEL FORMS — For concrete 
joist construction. 

STRUCTURALS — Channels, 
angles, beams, etc. 

PLATES—Many types including 
Inland Sofety Plate. 

BARS—Carbon and alloy, hot 
rolled and cold finished. 


PRODUCTS 


SHEETS—Hot and cold rolled, 
many types and coatings 

TUBING—Seamiess and welded, 
mechanical and boiler tubes, 
structural tubing, etc 

STAINLESS — Allegheny sheets, 
plates, bars, tubes, pipe, pipe 
fittings, etc. 

MACHINERY & TOOLS—for 
metal fabrication. 








RYERSON STEEL 


JOSEPH T. RYERSON & SON, INC. PLANTS: NEW YORK * BOSTON © PHILADELPHIA * DETROIT * CINCINNATI 
CLEVELAND © PITTSBURGH * BUFFALO * CHICAGO ® MILWAUKEE ® ST. LOUIS * LOS ANGELES * SAN FRANCISCO 
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MIAMI, ‘INCOR’ SPEEDS COMPLETION OF 
Here We Come! MIAMI STADIUM 
ere € ome: BASEBALL’S NEWEST SPRING-TRAINING CENTER 


@ ‘Finest structure in minor-league baseball,” says Walter 
F. O'Malley, Dodgers’ President, of beautiful Miami Stadium, new 
Spring-training base of the Brooklyn Dodgers. 





With a grandstand seating capacity of 9,500 and room for 7,500 

Chuck Dressen in bleachers and temporary stands, Miami Stadium offers every 
Manager of the ° . 

Brooklyn Dodgers © Spectator an unobstructed view of the field. To speed completion, 

the contractor used ‘INCOR’ 24-HOUR CEMENT in concreting the 

6 x G ft. columns anchoring roof trusses and for foundations of 

eight 140-ft. light towers. Result, job completed three weeks ahead 


of schedule. 


Another instance of maintaining schedules against an imminent 
completion date, by taking full advantage of always-dependable 
‘Incor’*— America’s FIRST high-early strength Portland cement. 

*Reg. U.S. Pat. Off. 


MIAMI STADIUM, Miami, Florida 
Owner: 
MIAMI STADIUM, INC., Miami 
Contractor : 
TAYLOR CONSTRUCTION COMPANY, Miari 
Architects: 
MARR & HOLMAN, Nashville, Tennessee 


LONE STAR CEMENT 
CORPORATION 


Cffices: ALBANY + BETHLEHEM, PA + BIRMINGHAM + _ BOSTON AGH EARLY STREM 
: d PORTLAND CEMENT 

CHICAGO + DALLAS + HOUSTON + INDIANAPOLIS + JACKSON, MISS 

KANSAS CITY, MO + NEW ORLEANS + NEWYORK + NORFOLK 

RICHMOND + ROANOKE - ST. LOUIS + PHILADELPHIA +» WASHINGTON, D.C 


LONE STAR CEMENT, WITH ITS SUBSIDIARIES, IS ONE OF THE WORLD'S LARGEST 
CEMENT PRODUCERS: 17 MODERN MILLS, 125,000,000 SACKS ANNUAL CAPACITY LONE STAR CEMENTS COVER THE ENTIRE CONSTRUCTION FIELD 
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tion Company, New York City, A.G.C., is the general contractor 


Editorial and Advertising Offices 
Munsey Building, Washington 4, D. C. (DlIstrict 1306) 
Eastern Advertising Office 
Empire State Building, New York City 1, S. L. Feiss, 
Eastern Manager (LOngacre 4-6634) 
Western Advertising Office 
80 North La Salle Street, Chicago 2, L. B. Hammond, 
Western Manager. (RAndolph 6-1843) 
West Coast Advertising Office 


M. D. Pugh, 2721 N. Marengo, Altadena, Calif. (SYcamore 
7-2894) 


The Official Publication of The Associated General Contractors of America, Inc. 


Published monthly. Editorial and Executive Office, Munsey Building, Washington 4, D. C 
$2.00). Re-entered as second class matter June 10, 1949, at the Postoffice at Washington, D. C., under the Act of March 4, 1879. 


The Constructor, Inc. 


THE CONSTRUCTOR, MARCH 1951 


Subscription price $5.00 per year. 40¢ per copy (July 
Copyright 1951 by 





GALION MOTOR GRADERS 


have ALL-GEAR TANDEM DRIVE 


Used successfully 
for over 20 years 


ae 


Dr 


STRONG « STURDY © ADJUSTMENT-FREE 
Tandem Drive Gears are in CONSTANT MESH — elim- 


inating breakage of transmission and final drive parts. 
Gears operate in oil bath. 

Automobiles, Trucks and Crawler Tractors are GEAR 
DRIVEN — make sure your next tandem 
drive motor grader is gear driven. 


THE GALION IRON WORKS & MFG. CO., General and Export Offices — Galion, Ohio, U. S. A. 
Cable address: GALIONIRON, Galion, Ohio 
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A.G.C. survey of current conditions 
in the construction industry indicates 
general contractors will be able to fur 
nish all construction necessary for the 
mobilization program. Results show 
that members are busy at present with 
projects started last year but that 
decrease in activity due to controls 
will mean contractors will not use full 
capacity 
under 


until defense projects get 
way. Highway contractors 
have greatest unused capacity at pres 
ent. most acute in 
equipment and repair parts with des 
perate situation developing in some 
parts of the country. Basic metals 
reported scarce and becoming scarcer. 
(Page 21) 


Shortages are 


Authorizations permitting commence 
ment of new commercial construc- 
tion began on February 15 as the 
one-month freeze terminated. Most 
numerous applications were for office 
buildings, stores and garages. NPA 
is basing authorizations on the follow 
ing criteria: project must contribute 
to national defense; or be necessary 
for health, welfare or safety; or pre- 
vent hardship to a particular commu- 
nity. Each application must be 
accompanied by detailed plans and 
specifications and a list of materials to 


be used. (Page 23) 


NPA’s basic construction order M-4 
was amended twice during last month. 
One amendment allows repairs and 
alterations of a 
NPA 


such 


building without 
authorization if the cost of 
improvements do not exceed 
25 cents per square foot of occupied 
space. The other change in M-4 
exempts from authorization the con 
struction of radio and 
broadcasting structures, and plants 
for the publishing of books, newspa 
pers and periodicals. (Page 23) 


television 


Regulation X of the Federal Reserve 
Board amended again, 
this time to impose restrictions on 


has been 
commercial construction credit. Loans 
are limited to 50 per cent of value 
based on bona fide sales price or ap 
praisal with maturities not to exceed 
25 years. This regulation, which re 
credit for 
pected to be amended soon to exempt 
from credit control com 
mercial buildings needed in the devel 
opment of the program. 


(Page 23) 


stricts homes also, is ex 


homes and 
defense 
Over-all aims of the defense mo 


bilization program were pointed up 
when Office of Defense Mobilization 
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Director Charles E. Wilson stated in 
his first public report the three basic 
goals of government planners: to 
build military forces to such strength 
that Russia will refrain from attack; 
to expand capacity of war production 
so that the nation may swing into full 
scale output if a major war should 
come; to maintain and expand our eco 
nomic strength so that the defense 
effort can be sustained for a number 
of years and, at the same time, make 
the whole economy stronger and more 
productive. (Page 24) 


Controls, high taxes and shortages 
will be faced by the nation for another 
three years, Mr. Wilson stated. Eric 
Johnston, Economie Stabilization Ad 
ministrator, stated much the same 
thing in testimony made earlier last 
month. Office of Price Stabilization 
Director DiSalle warns that prices 
will continue to rise another five or 
six per cent before substantial stabil- 
ity is achieved about June of this year. 
A brighter note was sounded when the 
Bureau of Labor Statistics announced 
that wholesale prices had _ finally 
halted after climbing for 18 consecu 
tive weeks. 


Defense program labor developments 
took a turn for the worse last 
month when the three labor members 
of the nine-man Wage Stabilization 
Board quit their posts in protest of a 
ten per cent wage increase approved 
by the six other members of the Board. 
Fruitless attempts at settlement indi- 
cate that an upward change in the 
Labor 
groups have also been agitating for 
the appointment of a labor representa 
tive to a high emergency agency post. 
The recent appointment of Arthur 
Flemming as Director of Manpower 
in the Office of Defense Mobilization 
came as a disappointment to labor 
men who hoped manpower problems 
would remain in the hands of Secre 
tary of Labor Tobin. 


wage ceiling is forthcoming. 


Materials control policy of the Na 
tional Production Authority was set 
forth by Manly Fleischmann, NPA 
Administrator, who, in a recent state 
ment, made known his agency's plans 
for controls of metals during the sec 
ond quarter of this year. Generally, 
non-defense uses will be curtailed as 
defense production 
Consumer durable goods will be hard 
est hit. A maintenance, repair and 
operating program, MRO, will be 
established shortly to insure that ex 
isting machinery and 


needs increase. 


production 


NEWS OF THE MONTH 


facilities are kept in operation. 


A.G.C. 


ruary 


convention in Boston, Feb 
26-March 1, accents means by 
which general contractors can best aid 
in the defense program. Government 
officials to be on hand to help clarify 
uses for contractors and to hear their 
regarding 
construction, materials 
Full text of Managing 
Director's Report for this convention 
starts on page 43. 


questions uncertainties 
about 


equipment. 


and 


Bill on renegotiation of contracts, 
H.R. 1724, passed the Senate and 
headed for joint conference where 
several House and Senate differences 
were to be resolved. The bill would 
increase the government's power to 
recapture excessive profits and set up 
a five-man board to handle renegotia 
tion of defense contracts involving 
billions of dollars for defense produc 
tion and facilities. A.G.C. testimony 
was presented by H. E. Foreman, 
managing director of the association, 
to the Senate Finance Committee. 
Amendments favored by the associa 
tion were included in the Senate’s bill. 


(Page 29) 


Long-sought St. Lawrence Seaway 
project is before the House Commit 
tee on Public Works with many gov 
ernment officials supporting its imme 
diate undertaking in order to expand 
steel production for the defense pro 
gram. President Truman, several in 
his cabinet, Mobilizer Wilson and 
Munitions Board Chairman Small 
have testified in favor of the project, 
stating generally that the new sealane 
would aid in the shipment of iron ore 
to the country’s steel plants, most of 
which are located in the northeast. 
The project would cost about $1 bil 
lion which would be equally shared by 
Canada. (Page 29) 


Negotiated contracts are expected 
to be used increasingly as the defense 
program develops. The Chief of En 
gineers has delegated to division and 
district engineers the authority to ap 
prove awards of negotiated contracts 
for construction which do not exceed 
%5 million, and architect-engineer con 
tracts which do not exceed $300,000. 
The Chief of Engineers has set up 
standards to be followed. (Page 31) 


A.G.C. Accident Prevention Contest 
which ended September 30, 1950, 
showed an increase of 69 per cent in 
the number of firms that finished out 
the contest 


vear. (Page 67 





TRUSCON.... 0, name you can build om 


Ogden School, Beaumont, Texas; Wallace C. Linesay, Architect; 
Truscon Series 46 Double-Hung Steel Windows and Truscon 
“O-T”" Open Truss Steel Joists 


ae " 
- Ea atce manta 


Millard School, Beaumont, Texas; Stone & Pitts, Coordinating Architects; R. P. Farnsworth, 
Contractor; Truscon Series 138 Double-Hung Steel Windows, Truscon Architectural 
Projected Steel Window's, and Truscon Reinforcing Steel. 


Averill School, Beaumont, Texas; Heartfield & Woodside, 
Architects; Stone & Pitts, Coordinating Architects; Herman 
Weber, Contractor; Truscon Architectural Projected Steel 
Windows and Truscon Series 138 Double-Hung Steel Windows. 


Here are four Beaumont schools built better, Adams School, Beaumont, Texas; 

“ ‘ < é Stone & Pitts, Coordinating Architects; 
stronger, safer, with many of the items in the wide R. P. Farnsworth, Contractor; Truscon Series 
range of Truscon Steel Building Products. 138 Double-Hung Steel Windows, Truscon 


7 , fi : . Architectural Projected Steel Windows, 

Such outstanding preference for Truscon materials ' and Truscon Reinforcing Steel. 

is testimony for their unusual quality, structural 

and functional advantages. In the window field 

particularly, Truscon offers an exceptional range ! 

of designs, permitting the most efficient TRUSCON® STEEL CORPORATION 
installation for every classroom lighting and 

ventilating requirement. See SWEET’S for complete Sub Pong yon ie orate . 

details of the Truscon line, or write direct. wtaitiany of Rapabtie Shel Comperution 
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CONS OGRAPHS 





A Series of Graphs Gutlining the Construction Trend 


Compiled by The Associated General Contractors of America 


TREND OF CONSTRUCTION COSTS 


The average of construction costs in the principal 
construction centers of the United States for Febru- 
ary stands at Index Number 374, according to the 
A.G.C, Index. The cost figure for February 1950 
was 346. The 1913 average equals 100. 





WAGE AND MATERIAL PRICE TRENDS 





The average of wages in the principal construction 
centers of the United States stands at 497 for 
February. One year ago the average stood at 464. 
The average of prices paid by contractors for basic 
construction materials for February stands at Index 


Number 293. The average a year ago stood at 267. 
The 1913 average, again, equals 100. 


CONTRACT AWARDS IN 37 STATES 





The volume of contracts awarded during January 
(Index Number 211, based on 19386-1938) is a 
decrease of 28 points from December, and an in- 
crease of 51 points from January 1950. 


REVENUE FREIGHT LOADINGS 





Revenue freight loaded during the first 7 weeks 
of 1951 totaled 4,974,314 For the sanie 
period in 1950, loadings amounted to 4,131,741 
cars. This represents an increase of 20 per cent. 


cars. 





@ Wage, Material Price and Construction Cost Trends 
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“CAT” BULLDOZER... 





America's 
all-purpose 
tool ! 


Tae tool that carved out the streets 
and leveled building sites is the same 
“Caterpillar” Bulldozer now protect- 
ing the community from landslide haz- 
ards. The versatility and long service 
life of “Cat” “Dozers make them a 


prime favorite in the construction field. 


These machines give you matched 
design—tractor and “dozer are built 
to work together. This rugged team is 
a bear at meeting work schedules. 
Sturdy construction and quality ma- 
terials enable it to keep punching full 
time without down-time, and the spe- 
cial steel cutting edge of the blade 
hammers through the toughest going. 
Most important of all, the precision 
methods used in “Caterpillar” factories 
build extra years of life into these tools. 

For help with your equipment prob- 
lems, see your “Caterpillar” dealer now. 
Today’s expanding military program 
has high priority. But it is recognized 
that our national preparedness depends 
upon stepped-up civilian production 
too. We must have more lumber, coal, 
food and essential ores. We must con- 
tinue to build and improve America’s 


vital network of highways. So your 


Owned by John H. McCosker, Inc., Berkeley, Calif., this “Cat D8 Tractor with No. 8S 
‘Dozer clears and removes dirt from landslide caused by heavy rains in Oakland, California. 
Mr. McCosker says of this tool: “One of the finest pieces of equipment that money can buy. 
Low on repairs, got good traction, and she’s easy to handle!’ Price of a standard “Caterpillar” 
D8 Tractor is $15,000; No. 8S Bulldozer, $1,775; No. 25 Cable Control, $1,630, f.0.b. Peoria. 


Prices subject to change without notice. 


“Caterpillar” dealer is interested in 
meeting your needs—through equip- 
ment replacement and by exercising his 
working partnership with you to keep 


the machinery you have on the job. 


CATERPILLAR, PEORIA, ILLINOIS 


“CATERPILLAR” BULLDOZER EXTRA FEATURES 


Tractor and ‘dozer broken to harness, 
and a size for every need. 

Moldboard curvature for active, rolling, 
higher production loads. 

Box section side arms — extra thick at 
points of greatest stress. 

Choice of straight or angling type of 
blade, simple to maneuver and easy to 
adjust or detach. 

Your choice of hydraulic or cable 
controls. 

The power of the “Caterpillar” Diesel 
Engine is geared to blade capacity. 


New Addition to ’Dozer Line 


Here’s a specialist that can increase 
production and cut costs. Its the brand 
new No. 8U “Dozer for use with the 
“Caterpillar” D8 Tractor, with cable 
control. Working best in loose or light 
material, the end portions of the blade 
extend forward like a U, enabling it to 
drift large loads for longer distances 
and bigger job production. The versa- 
tility of this new tool gives it excellent 
performance on all kinds of “dozing jobs, 


from stockpiling to pioneering. 


CATERPILLAR 


REG. U.S. PAT. OFF 


DIESEL ENGINES © TRACTORS « MOTOR GRADERS « EARTHMOVING EQUIPMENT 
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@ Cencrete Surface Pavement Awards 
MILLIONS OF SQUARE YARDS 


THOUSANDS OF SQUARE YARDS 
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Erection 


es 


AN orpINary truck arrives 
at your job site hauling an 
American Portable Material 
Elevator. A small crew goes 
into action, and in about 3 
hours the elevator is up and 
working. 

No more cumbersome, ex- 
pensive wooden scaffolding. 
Yet the American PME gives 
you lifting heights from 40’ to 
90’ by addition of 10’ tower 
sections. Capacity 2,500 lbs. 
Extras include self-dumping 
concrete bucket, swing boom, 
automatic safety device and 
transport wheels. 

You can rent or buy this ele- 
vator. See your American Hoist 
distributor today. 
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4 Mail this coupon 1252 


American Hoist & Derrick Co. 
St. Paul 1, Minnesota 





Modernize..  CCOMBMAZE with @ Please send catalog on the 
AMERICAN PORTABLE : 
American Hoist MATERIAL ELEVATOR 

& Derrick Company NAME 


ST. PAUL 1,MINNESOTA COMPANY 
e ADDRESS 





CITY STATE 
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NEW CONSTRUCTION ACTIVITY 
@ Private Residential and Nonresidential Building* (MILLIONS OF DOLLARS) 
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Blaw-Knox Batching 
Plants for aggregate and 
bulk cement are bal- 
anced for peck produc- 
tion whether used alone 





er as an integral port 
of the Blaw-Knox ‘‘Com- 
plete Pockage."' 


A balanced fleet of integrated construction 
Bunits ... each unit matched with the others, 
ma and the entire team matched to the job to 
“a earn more money for you! That's the Blaw- 
B Knox ‘“‘Complete Package” ... a balanced 
team of production giants containing every 
‘piece of concrete construction equipment 
; you need to give you assembly-line efficiency 
with the lower operating costs that result 
from 100% mechanization. 

In addition, the Blaw-Knox ‘Complete 
Package” gives you a one-responsibility 
source of supply that means many time and 
money saving advantages ... one source 
of genuine replacement parts ... one re- 
sponsible manufacturer to back up the field 
performance of your equipment ... a de- 
pendable, helpful distributor organization 
with modern maintenance facilities. 

ere SS You're sure to profit with the money-earn- 
ing Blaw-Knox “Complete Package” and 
the money-saving Blaw-Knox distributor 
service On your team. 





The. “Complete \ : Get “Complete Package” details from 
Package"’ also 
includes Central 


includes Central al , your nearest Blaw-Knox Distributor 


Mixers and Truck Mixer 
Loading Plonts. 





BLAW-KNOX 


BLAW-KNOX DIVISION OF BLAW-KNOX CO., Farmers Bank Blidg., Pittsburgh 22, Pa. 
New York « Chicago « Philadelphia + Birmingham «+ Washington «+ San Francisco 
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@ TOTAL Construction compared @ NEW Construction compared 
with Gross National Product with Gross National Product* 
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AND SIDING 





THE THREE-FOLD ADVANTAGES YOU HAVE IN MACOMBER 
STANDARDIZED STRUCTURAL MEMBERS 











DESIGN: Ample latitude in sizes and kinds to meet structural 


requirements of practically any School, Hospital, Industrial or 
Commercial building. 

















ERECTION: Contractors and their men know Macomber prod- 
ucts conform to the regular pattern of their work. Macomber 


steel goes up smoothly, fits into a rigid structural assembly 
and they are on their way. 








> TEEL SASH 
AND DOORS 
OWNERSHIP: There is no more basic way to keep costs down 
than to use products designed to save material and labor. 
No steel or wood form work to buy, build or remove. No delay 
for curing. Macomber construction speeds occupancy. 


\ 


Add up these fundamentals and you will choose Macomber. 























STANDARDIZED STEEL BUILDING PRODUCTS 


MACOMBER: INCORPORATED 


or -G\ i OR. POs. 8 Ee) 


V BAR JOISTS ¢ LONGSPANS ¢ BOWSTRING TRUSSES ¢ STEEL DECK 
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CONSUMERS’ PRICE INDEX 


For Moderate Income Families in Large Cities 


(Formerly referred to as the “Cost of Living Index,” compiled by the Bureau of Labor Statistics) 


Tuts table indicates the average changes in retail The Bureau of Labor Statistics surveys 10 key cities 
prices of selected goods, rents and services bought by every month and 24 other large cities quarterly. Prices 
the average family of moderate income from October are obtained on food, fuel, apparel, house furnishings 


5 > > 5 i . . . 
as ay to rine ne b ; h and miscellaneous goods and services. Rental informa- 
y y rho . . . *.° ry 
ae ee eee See ae ee a ee oe tion is obtained quarterly only for all cities. The com- 
may wish to take these cost of living data into consider- ‘ Second slip Posts rene ts 098-s 
ation when contemplating adjustments of wages based _ Putations are based on the indexes for the years 1935-39, 


on increased living costs. which are taken as the average of 100 points. 


1949 1950 


NOV. NOV. 
15 15 


Average 168 





Birmingham, Ala... . 170.! 
Mobile, Ala.. 


Los Angeles, Calif. . 166 


Nw 


ee ee 


San Francisco, Calif. 
Denver, Colo. 


Washington, D. C. 
Jacksonville, Fla. 
Atlanta, Ga. 
Savannah, Ga. 
Chicago, Ill. 
Indianapolis, Ind.. 


New Orleans, La. 
Portland, Maine 
Baltimore, Md. 
Boston, Mass. 
Detroit, Mich. 
Minneapolis, Minn. 


Kansas City, Mo. 
St. Louis, Mo. 
Manchester, N. H. 
Buffalo, N. Y. 
New York, N. Y. 
Cincinnati, Ohio 


Cleveland, Ohio 
Portland, Ore.. 
Philadelphia, Pa. 
Pittsburgh, Pa. 
Scranton, Pa. 


Memphis, Tenn. 


Houston, Texas 
Norfolk, Va. 
tichmond, Va. 
Seattle, Wash. 
Milwaukee, Wis. 
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Sidelights for Contractors 


Taxes 


Excess Profits Tax.In 
arising under the excess profits tax 
law of World War II, the Tax Court 
has recognized that each of a number 


two cases 


of corporations resulting from a spl't 
up of the original corporations into 
smaller entities was entitled to a spe 
cific exemption for excess profits ta 

facts indicated 
purposes of the 


purposes, where the 
that the principal 

split-ups were for business reasons 
rather than tax evasion or avoidance. 
Under the inc! 
dental tax savings were held not to be 


material, 


circumstances, the 


Amounts re 
under a “V 
arrangement to finance per 
formance of its World War II con 
tracts constituted borrowed invested 
capital within the purview of the ex 
cess profits tax law, the Tax Court 
decided. While the government acted 
as guarantor of 90 per cent of such 
indebtedness, the 

to pay the 


Tax. 
taxpayer 


Excess Profits 
ceived by a 
Loan” 


primary obligation 


principal and_ interest 


rested upon the taxpayer. 


Taxable Compensation.__A_ Circuit 
Court has held that voluntary pay 
ments by a corporation for 12 months 
to the estates of two of its deceased 
officers constituted taxable income, 
rather than gifts, to the estates, where 
the corporations deducted such pay 
ments as expenses, the payments cor 
responded to the salaries previously 
paid, and the payments were made in 
with the 
established policy. 


accordance corporation's 


Corporate Dividends. As a further 
safeguard to assure the reporting as 
taxable income of dividends received 
by stockholders, the Bureau of In 
ternal Revenue has announced that 
corporations must inform it of all divi 
dends paid in 1951 and thereafter to 
stockholders, rather than as hereto 
fore only those in excess of $100 to a 
particular stockholder during the year. 
This ties in with the recent require 
ment, effective as to 1950 federal tax 
returns of individuals, that the tax 
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By John C. Hayes, Legal Adviser 


payer identify dividends received, 
both as to payor and amount, in filling 


out his tax return form. 


Excess Profits Tax. 
Internal Revenue 
and instructions for use by corpora 
tions in filing tax returns under the 
Excess Profits Tax Act of 1950. In 
cluded in the instructions are special 
figures showing the tentative rates of 
return earned on during the 
base period years in various industries. 
A corporation wishing to use the aver 
age earnings method of computing its 
excess profits credit and which suf 
fered more than one abnormally bad 
year in the base period, may apply to 
reconstruct its base period credit by 
using the rate of return of its industry 
in lieu of the taxpayer's own experi 
ence. 


The 


released forms 


Bureau of 
has 


assets 


Also, a corporation commenc 
ing business after the beginning of its 
base period may apply to use such 
rates. For contract construction, the 
industry rates are: 


Tentative base 
period yearly rate 
of return (percent) 


Tenta 
tive base 
period 
rate of 
return 
1946) 1947/1948) 1949 (percent) 


General con 
tractors 

Special trade 
contractors 


8.610.513.7145 12.2 


12.615.2)15.1 


Public Contracts 


Contract Settlement Act. On the 
termination of a war contract by the 
government under the Contract Settle 
ment Act, or under the Reconversion 
and Settlement Act, a District Court 
states that the contractor is limited to 
recovery of “fair compensation” and 
may not sue for either damages or 
specific performance of the contract. 


Contract Requirements. By 
tive order, the President has author 
ized the Departments of Defense and 
Commerce to enter into contracts, 
to amend contracts, and to make ad 


execu 


vance and progress payments without 
complying with the usual requirements 
of advertising, competitive bidding, 
The order does 
not authorize contracts in violation of 
existing law relating to limitation of 
profits or the payment of fees. Ex 
cept in certain cases, and in the ab 


and security bonds. 


sence of such limitation, a contractor's 
fixed fee cannot exceed 10 percent of 
estimated costs. 


Contractor’s Delay.._Where a 
ernment contractor promptly 


oy 
placed 
its order for necessary materials with 
a supplier, but a misunderstanding as 
between the 
supplier and the manufacturer, the 
Comptroller General ruled that a de 
lay attributable to the misunderstand 
ne was unforeseeable and without the 
fault or negligence of the contractor. 
The latter was granted an extension 
of time for performance without lia 
bility for liquidated damages. 


to specifications arose 


Insurance Dividends._-Under a con 
tract provision obligating a cost-plus 
fixed-fee Navy contractor to pay back 
to the government a stated percentage 
of any discount, rebate, or credit sub 
sequently received for any item of 
service, overhead for 
which he had been previously reim 
bursed by the government, the Comp 
trolier General ruled that the contrac 
tor is liable to the government for 
workmen's compensation 


material, or 


insurance 
dividends attributable to the contract 
work 


Contractor’s Records..While the 
General Accounting Office has issued 
no rules with respect to the preserva 
tion of original and supporting rec 
ords of government contractors, the 
Comptroller General warns that such 
records should be preserved until all 
accounts and claims arising thereunder 
have been finally settled. Among the 
factors bearing on the length of time 
that a contractor must preserve rec 
ords submitted in support of payments 
under government contracts 
terms of the contract, the nature of 
the transaction, and any applicable 
law or administrative regulation. 


are the 


17 





eee 


Kx we 4 a's N 


DAIS “als 


the steel 
you ordered 
yesterday 

is part of an 
Army bridge 
today 
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a engineering miracle of World War Il — and being used 
again by U. S. Army Engineers — is the Bailey Bridge. Bailey Bridges 
are portable spans that can be erected quickly and easily across a 
river or canyon. They are large enough and tough enough to trans- 
port clmost any Army vehicle. Yet, they ‘knock down” into small 
sections and can be moved from one area to another. 


Basie Bridges are fabricated from structural steel — a lot of it 
— by International. As a consequence, much of International Steel 
Company's normal production facilities for fabricating structural 
steel is now engaged in this work. 


Bu International Steel recognizes, too, that it has a responsibility 
to its civilian customers. Everything is being done to help fill the 


structural steel needs of the organizations who helped International 
to grow. 


When you need structural steel — think of International . . . we'd 
like to be of “‘service.”’ 


INTERN AION 
Steel Co. 


1858 EDGAR STREET 
EVANSVILLE INDIANA 
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EDITORIA 





Construction’s Roleinthe Emergency 


AS THE 82nd annual convention of The Associated 
General Contractors of America neared completion in 
Boston, the general conclusions of the 1,000 in attendance 
could be crystallized as follows: 

1. General contractors recognize that their responsi 
bilities in the nation’s mobilization program are: 

To construct with all possible speed and economy the 
projects which are necessary to national defense. 

To construct with all possible speed and economy the 
hundreds of different types of projects that are necessary 
for the expansion of the nation’s productive capacity and 
for essential civilian activities. 

To continue furnishing to the armed services men who 
by their civilian work are specially qualified for military 
construction activities. 

To assist their respective communities throughout the 
country to plan for the most effective use of organizations 
in the construction industry in civil defense, and to be 
prepared to act immediately to clear shattered areas and 
restore essential facilities to use in the event of disaster. 

2. The industry can report to the public that it has 
ample capacity (see survey, page 21) to construct all 
defense and essential projects promptly and efficiently 
but that the industry’s ability can be impaired by unwise 
policies in the nation’s mobilization program. 

3. Responsible general contractors recommend to pub 
lic awarding agencies the following: whenever practicable 
in the continental United States and territories, defense 
and other public works projects should be constructed 
through the normal channels of the industry with one 
tixed price contract awarded after competitive bidding 
in order to realize full advantage of the economies inher 
ent in the contract method of construction. When public 
advertising is not possible, contracts should be awarded 
after competition. 

When defense requirements necessitate the award of 
cost-plus-a-fixed-fee contracts, government agencies 
should give realistic consideration to the non-reimbursa 
ble expenses of the contractor and to equitable adjust 
ment of the fee when scope of the work is increased. 

The Department of Defense should review its docu- 
ment, “Uniform Rental Rates for Contractor-Owned 
Construction Plant under Cost-Plus-A-Fixed-Fee Con- 
tracts,” to give realistic consideration to the rates estab- 
lished therein, which are so low that they do not 
compensate the contractor for ownership expenses of his 
equipment on defense projects. 


1. Because many kinds of construction are essential 
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to community growth and the development of a stronger 
America to support its security program, general con 
tractors recommend: 

That the government mobilization agencies give serious 
consideration to the needs of communities for schools, 
hospitals, highways, water systems and other facilities 
essential to civilian life. 

That the government mobilization agencies, in issuing 
orders for conservation of critical materials, take all pos 
sible steps to avoid delays and waste in the completion 
of the billions of dollars’ worth of projects under way, 
many of which were started before the Korean invasion. 
Serious delays, costly makeshifts and waste can result 
when materials which are on hand cannot be used in 
projects. 

That consideration be given to the needs of contractors 
for new construction machinery and equipment and for 
repair parts to keep heavily used units in operation so 
that essential projects can be completed as promptly as 
possible. 

5. The association re-affirms its condemnation of efforts 
to establish valley authorities, and again expresses its 
confidence in the manner in which existing agencies, sub 
ject to the control of Congress, are planning and carrying 
out the development of resources in river basins through 
out the country. 

6. The necessity for a civil defense program lies in 
the fact that the outcome of two world wars has been 
decided by the weight of American production in support 
of a determined fighting force. 

In the event of another major war, it is reasonable to 
assume that an enemy would seek to cripple or destroy 
the nation’s productive capacity immediately, and to 
direct attacks against civilian communities to disrupt 
support of the war effort. 

No segment of our civilian life is so well qualified by 
personnel, machinery, ability and experience as the con 
struction industry to assist in the relief of disasters and 
to restore essential facilities to use 

Therefore, general contractors throughout the nation 
are urged to offer their assistance to civil defense author 
ities in planning for most effective use of construction 
organizations in the civil defense program. 

Civil defense authorities should make use of construc- 
tion organizations and their personnel and equipment so 
that no unnecessary public expenditures are made for 
purchases of machinery or establishing new organizations. 

7. The association takes great pride in those men who 
are on active military duty or who are in combat areas in 
construction units which chapters of the association have 


helped to recruit and train in cooperation with the Army. 
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MACKS make light 


of heavy loads... 


Big Mack super-duty trucks make the hard jobs look 
easy... because in design and construction they in- 
corporate numerous outstanding features that con- 
tribute to easy maneuverability, ease of control and 
positive traction regardless of terrain. 

Powerful Diesel Engines! Hydraulic Power Steer- 
ing! Air Assist Clutch! Flexible Rubber Shock In- 
sulators! Mack’s famed Balanced Bogie and Power 


Only Mack gives you all the advantages of the famed 
Balanced Bogie. Positive traction because of exclusive 
Power Divider. No spring twist because of Mack 
Rubber Shock Insulators. Inherent flexibility elimi- 
nates chassis distortion. Extended tire life because 
of uniform tire loading. Minimum maintenance be- 
cause of simplicity of design. 


Divider. All are Mack features that assure power 
and strength for the heaviest loads; flotation and 
traction for the most slippery mud or sand. 

Your nearest Mack branch or distributor will 
give you the full story on what Macks can do for 
you in trouble-free, uninterrupted schedules... 
greater profits through greater output at lower cost. 
You'll find it’s a story well worth hearing. 


TRUCKS 


... outlast them all 


Mack Trucks, Empire State Bidg., New York 1, New York. Fac- 
tories at Allentown, Pa.; Plainfield, N. J.; Long Island City, 
N. Y. Factory branches and distributors in all principal cities 
for service and parts. In Canada: Mack Trucks of Canada, Ltd. 
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» THE nation’s construction indus 
try, while feeling the impact of the 
partial mobilization program, will have 
the capacity to carry out all defense 
and essential civilian construction with 
speed and efficiency. 

This survey of 
current conditions and prospects for 
the next 90 days conducted by The 
Associated 


was revealed in a 


General Contractors of 
America for study at its 32nd annual 
convention February 26-March 1 in 
Boston. 
Conditions vary widely between 
communities throughout the country, 
and closer coordination of the various 
parts of the mobilization program will 
be necessary if the industry is to oper 
ate most effectively, the survey shows 


Salient Features Are: 


1. Most general contractors are busy 
now, largely in completing projects 
which were started last year. 

2. In many parts of the country in 


the near future general contractors 
may have much unused capacity, and 
unemployment may develop, because 
industrial construction is 
not expected to take up the slack in 


those 


defense or 
areas as current projects are 
completed. 

3. In the highway construction field 
there is the greatest unused capacity 
for work, and contractors do not ap 
pear optimistic about prospects for an 
inmediate this 
vitally needed construction. 


increase in type of 

t. Materials containing metals were 
reported becoming scarcer with de 
liveries slower, although fewer general 
shortages were reported than previ 
ously. 

5. New construction machinery, and 
particularly repair parts for existing 
machines, are becoming more acutely 
short, suggesting the need for govern 
ment action to prevent the industry 
from being stripped of its essential 
tools. 

6. An adequate supply of skilled 
craftsmen generally is available, with 
the exception of the trowel trades in 
some localities. 

7. Uncertainties of what will hap 
pen in the mobilization program are 
making it more difficult for contractors 
to plan their operations in advance. 

The survey was conducted among 
the A.G.C.’s 112. affiliated chapters 
and branches, and among its directors, 
located throughout the United States 
and Alaska. 


than 


These sources represent 


more 5.800 leading firms who 
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Industry Will Have Capacity 
for All Essential Construction 


But Closer Mobilization Coordination Needed 


Defense Work Not Closing Gap; Highways Lag 


Increasing Lack of Equipment, Parts, Metals Noted 


annually perform the bulk of the na 


tion’s contract construction. 

The association will study the prob 
lems faced by the industry in meeting 
both the construction requirements of 
the defense programs and all other 
essential needs of the nation during the 


emergency period. 


Compared to Previous Surveys 


Compared with the association's sur 
vey of industry conditions conducted 
last August, this survey shows a gen 
eral decline in reported shortages of 
labor and materials. Part of this is 
a result of the fact that during August 
the construction industry was at the 
peak of its ope rations in the greatest 
annual volume in its history. 

However, despite the seasonal slack, 
the present report shows an increase 
in shortages of equipment. Contractors 
about the 
more acute shortages in the 


showed concern situation, 


fearing 
spring when many types of construc 
tion operations will be undertaken. 
Shortages were more predominant in 
construction. 


highway and 


Slightly less than half of the building 


heavy 
contractors reported a shortage of 
equipment, but all stated that the 
shortage of parts was more critical 
than shortage of new equipment. 

A survey conducted a year ago re 
vealed that the predominant chara 
teristic of the industry at the time was 
the intense competition 


which was 


prevailing among general contrac 
tors for the new work coming on the 
market. 

While the question of competition 
was not asked this year, there was 
evidence that there is keen competition 
among contractors for the fewer proj 
ects which are being awarded at this 
time. 

Replies to the survey this year in 
dicated wide 
found in 


variations in the condi 


tions areas in the 


country, and between different types 


various 


of general contractors. 


Members of the association engage 
in industrial, commercial, and institu 
tional highway, street and 
airport construction and other types 
of earth and 


tions; 


building; 


moving paving opera 
and heavy engineering types of 
projects such as dams, waterworks and 
sewers, pipelines, dredging, canals and 


bridges and docks. 


The National Picture 


The general contracting industry, 
like other feeling the 
pinch of controls and is pervaded by 
confusion about the present and by 
uncertainties as to the future. 

Specific results of the tabulation of 
replies from the association’s build 
ing, highway and heavy construction 
chapters and branches show the fol 
lowing for the next 90 days 


industries, is 


Construction activity: 76 per cent 
report that generally 
Many of these state that con 
tractors are finishing work started last 
year. 24 per cent report that mem 
bers are not busy, including the ma 
jority of 
veyed, 


members are 
busy. 


highway contractors sur 


Defense construction: 50 per cent 
of the replies state that defense con 
struction will not fill the gap being 
made by recent controls of construction 
and materials, and 22 per cent were 
uncertain, 28 per cent report that new 
defense construction would keep mem 
bers busy. 


Local changes in contract proce- 
dures: 42 per cent report no changes 
being made at present. 58 per cent 
report one or more changes in contract 
Of the total number ot 
replies, 18 per cent state termination 
clauses are appearing in local con 
tracts; 11 


clauses; 


procedures. 


per cent report escalator 
9 per cent mention emergency 
war clauses; 12 per cent report con 
tracts being negotiated; and 12. per 
cent say cost-plus-a-fixed-fee contracts 


are being used 
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Labor supply: 19 per cent report a 
shortage of labor; 9 per cent report 
specifically a shortage in one of the 
trowel trades; and 81 per cent report 
no shortage existing at this time. 


Materials: 66 per cent report a 
shortage of materials; 29 per cent re- 
port a shortage of steel; 18 per cent 
report a shortage of metals; and 8 
per cent report a shortage of cement. 


34 per cent report no shortages. 


Equipment: 58 per cent report a 
shortage of equipment. 42 per cent 
report no shortage. 


Repair parts: 60 per cent report a 
shortage of repair parts. 40 per cent 
report no shortage. 


Regulations of construction and 
materials: 92 per cent report that 
regulations are generally being ob- 
served by members. 8 per cent are 
uncertain. 


Building Construction 


For building construction, the re 
plies are as follows: 

Construction activity: 87 per cent 
report that members are generally 
busy. 13 per cent say members are 
not busy. 

Defense construction: 52 per cent 
state that defense construction will not 
fill the gap when present work is com- 
pleted, and 17 per cent are uncertain. 
31 per cent state that defense 
struction will fill the gap. 

Local changes in contract pro 
cedures: 36 per cent report no changes 
being made at present. 64 per cent 
report one or more changes. Of the 
total number of replies in this division, 
15 per cent report termination clauses 
appearing in local contracts; 14 per 
cent report escalator clauses; 15 per 
cent report emergency war clauses; 18 
per cent report cost-plus-a-fixed-fee 
contracts being used; and 8 per cent 
report contracts being negotiated. 

Labor supply: 41 per cent report 
a shortage of labor. 59 per cent re 


con 


port no shortage. 

Materials: 67 cent report a 
shortage. 30 per cent report a short- 
age of steel; 31 per cent report a short- 
age of metals; 


per 


and 9 per cent report 
a shortage of cement. 
report no shortages. 
Equipment and repair parts: 43 per 
cent report a shortage of equipment. 
57 per report 
equipment. 46 per cent report short 
ages of repair parts. 
port no shortages. 


33 per cent 


cent no shortage of 


54 per cent re 
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Regulations of construction and ma- 
terials: 96 per cent report that mem- 
bers are observing regulations. 4 per 
cent are uncertain. 


Highway Construction 


For highway construction, the re 
plies are as follows: 

Construction activity: Only 30 per 
cent of the replies stated that members 
are busy. 70 per cent report members 
are not busy. 

Defense construction: 4 per cent 
report that defense construction will 
fill the gap resulting from curtailment 
of highway programs. 64 per cent 
report defense construction will not 
fill the gap and 32 per cent are un 
certain. 

Local contract pro 
cedures: 57 per cent report no changes 
being made at present. 43 per cent 
report one or more changes. Of the 
total number of replies for this divi 
sion, 26 per cent report termination 
clauses appearing; 4 per cent report 
escalator and 17 per cent 
report contracts being negotiated. 

Labor supply: 33 per cent report a 
shortage of labor. 


changes in 


clauses; 


66 per cent report 

no shortage. 
Materials: 70 

shortage. 


per cent report a 
35 per cent report a short 
age of steel; 9 per cent report a short 
age of cement. 30 per cent report no 
shortage. 

Equipment and repair parts: 74 per 
cent report a shortage of equipment. 
26 per cent report no shortage. 91 
per cent report a shortage of repair 
parts. 9 per cent report no shortage. 

Regulations of construction and ma- 
terials: 90 per cent report that mem 
bers are observing regulations. 10 per 
cent are uncertain. 


Heavy Construction 


For heavy construction the replies 
are as follows: 

Construction activity: 77 per cent 
report that members are generally 
busy. 23 per cent report members are 
not busy. 

Defense construction: 44 per cent 
report that defense construction will 
fill the gap made by emergency con- 
trols. 40 per cent report that defense 
construction will not fill the gap, and 
16 per cent are uncertain. 

Local pro 
cedures: 54 per cent report no changes 


changes in contract 


being made at present. 46 per cent 
Of the 
total number of replies for this divi 
sion, 13 per cent report termination 


report one or more changes. 


clauses appearing; 8 per cent report 
escalator clauses; 4 per cent report 
cost-plus-a-fixed-fee contracts being 
used; and 8 per cent report contracts 
being negotiated. 

Labor supply: 31 per cent report 
a shortage of labor. 69 per 
report no shortage. 

Materials :*27 per cent report short- 
ages of materials. 19 per cent report 
a shortage of steel; 19 per cent report 
a shortage of metals; and 8 per cent 
report a shortage of cement. 


cent 


73 per 
cent report no shortage. 

Equipment and repair parts: 65 per 
cent report shortages of equipment. 
35 per cent report no shortages of 
equipment. 73 per cent report short- 
27 per cent 
report no shortages of repair parts. 

Regulations of construction and ma 
terials: 86 per cent report members 
are observing regulations. 
are uncertain. 


ages of repair parts. 


14 per cent 


Divisions Compared 


Construction activity is least among 
highway contractors who also report 
present indications that 
construction will make no substantial 
increase in highway work. These facts 
are most noteworthy in the light of 
recent statements by public officials 
that good roads are essential to a good 
defense program. 
tractors 


are defense 


Many highway con 
that present and 
future projects do not even encompass 


indicate 


a reasonable amount of repair and 
maintenance work. 

The three 
slight shortages of labor. 


similar, 
Materials 
are reasonably adequate in only the 
heavy division. 


divisions have 


Building contractors 
who are most active at this time are 
feeling a pronounced 
metals. 


shortage of 
Highway contractors, despite 
their relative inactivity, have the most 
shortages of materials, principally 
steel items. 

Building 
busiest, 


contractors, the 
the least shortage of 
equipment and repair parts. This is 
not unusual, however, as their equip 
ment requirements are relatively less. 
Highway and heavy contractors have 
rather serious shortages of equipment 
and repair parts with the shortage of 
parts for highway machinery becom 


ing acute. 


though 
have 


factor which must be 
included in a proper analysis of this 
survey is the fact that the construction 
industry is now in its slack season. 


One constant 
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» THE National Production Au- 
thority on February 15 began process- 
ing applications for authority to begin 
construction of new commercial proj- 
ects. 

Initiation of most types of com 
mercial construction had been sus- 
pended since January 13 under NPA’s 
basie construction order, M-4, until 
the agency was able to set up process- 
ing machinery. The only authoriza- 
tions issued during the period of the 
ban were in cases where undue hard 
ships and substantial unrecoverable 
financial losses would have resulted if 
projects had not been allowed to go 
ahead. 


Procedures and Criteria 


Most numerous applications under 
the present procedure are for office 
buildings, and 
agency said. 

Practically all 
projects, ranging from office buildings 
and hotels to retail stores and garages, 
now must be authorized by NPA. Ap 
plications are processed and author 
izations issued through 18 field offices 
located in Boston, New York, Phila 
delphis, Richmond, Baltimore, At 
lanta, Cleveland, Detroit, Chicago, 
Minneapolis, Kansas City, St. Louis, 
Dallas, Denver, San 
Los Angeles, Seattle, and 
Oregon. 

NPA said these offices have 
empowered to act directly on applica 
tions in order to expedite action. The 
Washington, D.C., office has retained 
for its critical 
hardship, most of which it reported 
had been disposed of by mid 
February. 

Authorizations are based on the fol 
lowing criteria: 

1. They will 
mobilization effort. 

2. They are necessary for public 

-alth, welfare or safety. 

3. They would relieve or prevent a 
hardship to a particular community. 


stores garages, the 


major commercial 


I'rancisco, 
Portland, 


been 


own action eases of 


contribute to the 


NPA Statement 


However, an announcement from 
the agency added: 

“NPA urged prospective builders, 
before applying for authorization to 
build, to weigh carefully whether the 
project cannot be deferred without 
detriment to either the defense -pro 
gram or the community in which it 
would be situated. 

“If an application is made, NPA 
pointed out, architects and engineers 
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NPA Begins Processing M-4 
Applications to Start Projects 


© Stiff Criteria Set Up; Order Amended 


designing the facility must give the 
fullest consideration to using substi 
tutes for critical materials and keep 
the design simple. 

“Each application must be accom 
panied by complete, detailed plans 
and specifications and a list of the 
materials that would be used, NPA 
said, emphasizing that these will be 
checked carefully to assure that con- 
servation and simplification will be 
effected to the greatest practicable ex 
tent.” 

A considerable number of applica 
tions were reported returned to the 
applicants for additional information. 


Alteration Provision Amended 


On February 17, the agency 
amended M-4 to provide that altera- 
tions and additions to hotels and office 
and loft buildings can be made at a 
cost not to exceed 25 cents per square 
foot of the occupied space in a 12 
month period. 

However, in computing this cost, 
both actual construction and all other 


expenses or charges incidental to the 
work must be included in the total. 

An additional restriction is that 
special permission must be obtained 
from NPA to use partitions in such 
improvements that are made, in whole 
or in part, of metal. 


Office Building Defined 


In an earlier amendment to the 
order, NPA defined an office building 
as any building the principal use of 
which is to provide office space or 
office facilities, regardless of whether 
it is designed for the exclusive or par 
tial use of its owner, or is to be used 
commercially and rented to prospec 
tive tenants, including buildings for 
use by government agencies. 

The amendment also makes it clear 
that buildings or structures for radio 
and television broadcasting, newspa 
per and printing plants opera’ed by 
publishing companies primarify for 
the publication of books and periodi 
cals, are exempt from the necessity of 
NPA authorization 





Credit for Commercial Building Is Restricted 


® Regulation X Amendment Limits Loans to 50 Per Cent 


» CREDIT for new commercial con 
struction has been put under controls 
by the Federal Reserve Board, as th 
National Production Authority's con 
struction permits began functioning. 
Regulation X, which controls pri 
vate credit for homes and apartments, 
was amended February 15 to include 
credit for warehouses, stores, banks, 
hotels, motor courts, 
mobile stations, 


garages, auto 
restaurants, 
theatres, clubs, and other non-residen 
tial buildings. 

The regulation fixes loans for the 
construction of these structures at 50 
per based on the 
bona fide sale price or appraisal and 


service 


cent. Loans are 
are limited to a maturity of 25 years 
All loans must be amortized. 

Another amendment will be issued 
soon to exempt from this regulation 


and 
mercial buildings needed in the devel 
opment of the defense program. 


the construction of homes com 


The amended regulation also covers 
alteration and improvements made to 
the buildings affected. If the cost of 
alterations or repairs exceeds 15 per 
cent of the value of the structure, not 
more than 50 per cent of such costs 
may be borrowed. 


Exemptions 


Credit for the 
schools, hospitals, public 
utilities, and property constructed for 


construction of 
churches, 


use by the government or any politi 
cal subdivision is not included under 
the terms of the regulation. 

Also exempt are buildings for use 
by manufacturing or 


mining busi 


nesses, or for some farm uses. 


23 








| CONTROLS ) 





Mobilization and Material 
Control Plans Announced 


¢ Wilson Outlines Emergency Goals 


© Prices Expected to Continue Rising 


MONTH 


issued 


» LAST 


were 


several state 

which tend to 
clarify the over-all aims of the mobi 
indicate the 
control for the second 
1951, forecast the 
advance of prices. 


ments 


lization program, extent 
of materials 
quarter of and 

America’s defense goal was outlined 
by Charles E. Wilson, Director of the 
Office 
first 


paramount emergency agency, 

Mobilization, in his 

public report made last month. 
Mr. Wilson grouped the aims of the 


mobilization program into three cate 


of Defense 


gories: 
“First to 
idly 


preserve peace by rap 
defense 
forces and those of other free nations, 
to such a height that 
frain from attack. 
‘Second 
for producing military supplies so that 
we may swing rapidly into full-scale 
war production if, in 


building up our own 


Russia will re 


to expand our capacity 


spite of our 


efforts for peace, a major war should 
come, 
‘Third—to 
basic 
strength of 


maintain and expand 
the 


factories 


our strength 


and 


economic 
farms 
and natural resources 
effort for a number 
. and at the same 
time make our whole economy stronger 


our 
so that we can 
sustain a defense 


of vears, if necessary 


and more productive.” 

Mr. Wilson warned that during the 
completion of the first stage of mobi 
lization, when production facilities and 
the armed forces were being expanded. 
and credit 
would continue. After the first stage 
had been completed, he 


defense use 


restrictions on materials 


said, non 
of basic materials would 
be equal to that of the peak vear 1950. 


Control of Materials 


\ recent survey conducted by the 
National Production Authority is to b< 
the basis of orders will be is 
during the quarter of 


which 
sued 
1951. 

Manly 
of NPA, 


outlining 


second 
Fleischmann, Administrator 
issued a statement last month 
the 
agency regarding the control of metals 
during the next few months. 

He said, “Basic materials 


basic program of his 


such as 
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steel, copper and aluminum will not be 
available in sufficient quantities for 
direct defense and defense-supporting 
activities in the second quarter of this 
year if consumption of these materials 
is permitted to continue at present 
levels for non-defense purposes, 

“The impact require 
ments on the nation’s materials supply 
is growing increasingly heavy. In ad 
dition, special programs for the provi 
sion of critical materials for highly 


of military 


essential needs, such as power gener 
ation and 
exploration 
and rail, 
transport, require 
amounts of these materials. 


facilities, oil 
refining 


distribution 
and 
air, 


equipment, 


highway, and water 


will increasing 
“The forthcoming orders will: 1. 
the quarter an 
‘across-the-board’ permissible use of 
aluminum at 65 per cent of the aver 
age use in the first half of 1950—the 
same rate as scheduled for March... 


2. In the same way, establish . . . the 


Continue in second 


permissible use of copper at 75 per 
cent as compared to 80 per cent for 
March. 38. Continue in the second 
quarter certain restrictions against the 
use of aluminum and copper in less 
essential items and for non-functional 
purposes. 4. In addition, place a lim 
itation on the amount of steel, copper 
and aluminum which may be incorpo 
rated in consumer durable goods dur 
ing the second quarter at 80, 75, and 
65 per cent, respectively, of the aver 
age quarterly use of these materials in 
the first half of 1950.” 


Prices 

Stabiliza 
tion Agency Administrator Eric John 
ston, prices will continue to rise before 
a stable price program can be 
He expects this point to 
about this 
Mr. Johnston says, sta 
depend on the federal 
imposition of rigid credit 
controls, expanded production and a 
pay-as-you-go plan of taxation. 

Price Stabilizer Michael V. DiSalle 
has stated that prices will rise another 
tive or six per cent before stability is 
reached, 


According to Economie 


achieved. 
be reached June of 
After that, 
bility will 
budget, 


vear. 





Controls Checklist 





A monthly checklist of governmen 
tal regulations and developments. 

NPA materials orders: 

M-36 requires producers of paper 
to set aside reserves to fill qualified 
government orders. 

M-37 limits zine scrap inventories 
and regulates scrap toll agreements. 

M-38 limits inventories of lead and 
materials other than ores and concen 
trates which contain lead. 

M-39 limits inventories of antimony 
and materials other than ores and con 
centrates which contain antimony. 

Significant amendments to existing 
orders and controls: 

M-4, which construction, 
was amended twice during last month. 
On February 9 the fourth amendment 
to M-+ was issued permitting the con 
struction of buildings or structures for 
radio and television broadcasting, and 


controls 


plants for the purpose of publishing 
books and_ periodicals. 
Also included in this amendment is a 
full definition of 
used in the order. 

The fifth amendment to M-4 was is 
sued on February 19. It 
without NPA authorization, repairs 
nd alterations costing not more than 
5 cents per square foot of occupied 
space over a 12-month period provid 
ing that the work does not require the 
use of metal partitions. 

NPA Delegation 7 authorizes 13 
regional offices and five district offices 
of the Department of Commerce to 
act upon applications to commence 
construction. 

Regulation X, which controls credit 
for residential buildings, was amended 
February 15 to include credit restric 
tions on non-residential properties. 
The amendment limits loans to 50 per 


hewspapers, 


“office building’ as 


permits, 


a 
» 


cent of value. 

M-12 was amended to relax restric 
tions on the use of copper tubing for 
hot and cold water systems in homes, 
thus aiding the completion of many 
homes now under construction. 

Direction 1 to M-12 permits adjust 
ments to allow for periods during 
which operations were suspended. 

M-7 was amended to limit the use of 
aluminum in the production of rods, 
bars, wire sheets, tubing, structural 
Limita 
tions are based on quantities used for 


shapes and other products. 


production over the base period from 
January 1 to June 1, 1950. 
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ABOR RELATIONS 


Wage Stabilization Board Orders 


General Regulation No. 1 
Statement of Considerations 


the Wage 


discharge of its  re- 


This General Order is issued by 
Stabilization Board in 
sponsibilities under the provisions of the De 
fense Production Act of 1950, Executive 
Order 10161, General Order No. 3 and Gen 
eral Wage Stabilization Regulation 1 of the 
Economic Stabilization Administrator. It is 
designed to stabilize wages, salaries and other 
compensation and to effectuate the purposes 
and intent of said statute, orders, and 
lation 


regu 


In accordance with and 
tion 702(e) of Title VIL of the 
duction Act of 1950 
ries or other compensation covered by Gen 
eral Wage Stabilization Regulation 1 of th 
Stabilization Administrator, which 
require the prior approval or authorizatio 
of the Wage Stabilization Board, include in 
forms of 
plovees by their employers for personal serv 
not 


pursuant to se¢ 
Defense Pro 


increases in wages. sala 


Economic 


creases in all remuneration to em 


limited to. vacatio 
night shift 
vear-end bo 


including, but 
and holiday 


ces 
payments and other 


bonuses, incentive payments, 


nuses, employer contributions to or payments 
benefits, employer 


of insurance or welfare 


contributions to a pension fund or annuity 
kind 


and 
practices and rates 
January 30, 1951 


payments in premium overtime 


General Regulation No. 2 


Statement of Considerations 
Wage 


discharge of its re 


This General Order is issued by the 
Stabilization Board in 
sponsibilities under the provisions of the De 
fense Production Act of 1950, Executive Order 
10161, General Order No. 3° and 
Wage Stabilization Regulation 1.) of | the 
Economie Stabilization Administrator. It is 
designed to stabilize wages, salaries and other 


General 


compensation and to effectuate the 
and intent of said statute, orders, and regula 
tion 


purposes 


preparing itself for the 
the Wage 
heretofore distributed to 
industry 


For the purpose of 
discharge of its responsibilities, 
Stabilization Board 
representative labor and groups a 
series of questions, the answers to which would 
provide the Board with essential information 
for the development of wage stabilization 
Thereafter, the Board conducted 
attended by 
industry, 


policies 
which 

labor 
views 


conferences 
sentatives of 
their 
of wage stabilization 


were 
and 
respecting the 


repre 
who pre 
develop 
the 
there 


sented 
ment policies In 
formulation of the provisions hereof 
has thus been consultation with industry and 
labor representatives, including trade asso 
ciation and labor union representatives, and 
consideration has been given to their recom 
mendations 

Collective bargaining conferences, arbitra 
tion proceedings and other proceedings di 
rected to the resolution of questions 
were in progress prior to January 25, 1951 
the effective date of General Wage Stabiliza 
tion Regulation 1 
tive 


wage 


In some instances collec 
reac hed 
and awards issued 


bargaining agreements 
wage determinations made 
prior to the effective date of that regulation 
In the interest of furthering and maintaining 


working relations including collective 


were 


sound 
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bargaining and avoiding the imposition of 
inequities and hardships it is necessary and 
desirable to recognize and give effect to such 
determinations and awards ap 
plicable to work performed within a relatively 
short period of time after January 25, 1951 
without prior approval of the Wage Stabiliza 


tion Board 


agreements, 


a Increases in wages, salaries, and other 


compensation agreed to in writing or de 
termined and communicated to the employees 
1951, but which. by 


agreement 


on or before January 25 
the terms of or determina 
become applicable only to work 
later than fifteen (15 
25, 1951, require the 
approval or authorization of the Wage Stabi 
lization Board 

b) The Wage Board hereby 
authorizes the payment of increases in wages 
and other 
written agreement executed on or be 


such 
tion, are to 
performed calendar 


days after January prior 


Stabilization 


salaries compensation provided 
for by 
fore January 25, 1951. or formally determined 
and communicated to the 
said date 
agreement or 
effect 
work performed after January 25 
not later than fiftee i) 
after said date 


c) The Wage 


authorizes the 


employees on or 
the 


communteations 


before which inereases, by 


terms of said 


are to take md to be applicable to 
1951. but 


calendar days 


Board 


Increases In Wages 


Stabilization hereby 
salaries, 
from the 


and other resulli 


award or de Isto ota 


compensation 


arbitrator or ref 
1951 


said award or de 


issued on or before January 25 which 


terms of 


increases, by the 
cision, are to take effect and to be applicable 
25, 1951 


15) calendar days 


to work performed after January 


but not later than fifteen 


after said date 


d) Authorization is hereby granted also 


salary in 
effective 


of payments pursuant to wage or 
entered into and 
1951 
tion of a fixed amount of payroll increase to 
intra-plant adjustments, but 
which adjustments were not actually reflected 
in wage or salary payments prior to that date 


crease agreements 


prior to January 25 calling for applica 


ace omplish 


because of the necessity for determining the 
allocation and method of applications of such 


increases among different job classifications 


e) In all 


wages, salaries 


instances in which increases in 


and other compensation are 
placed in effect under the terms of paragraph 
of this Regulation, copies of the 


b) or ( 


agreement, award, or decision providing for 
if no agreement, award, or 


the 
the determination 


such increases, or 


decision exists, a statement of amounts 


and manner in which was 
formally made and communicated to the em 
ployvees, and the date or dates, and place or 
places, shall be filed with the Wage Stabiliza 
Board on or before 1951 


1951 members dis 


tion February 20 


January 30 Industry 


senting 


General Regulation No. 3 


Statement of Considerations 

This General Order is issued by the 
Stabilization Board in 
sponsibilities under the provisions of the De 
fense Production Act of 1950. Executive Order 
10161, and General Order No. 3 and General 
Wage Stabilization Regulation of the Eco 
Stabilization Ageney It is designed 


discharge of its re 


nomi 


and other 
pensation and to effectuate the purposes and 
intent of statute, 


tions 


to stabilize wages, salaries com 


said orders, and regula 


For the purpose of preparing itself for the 
responsibilities, the Wage 
Board heretofore distributed to 
labor industry 


discharge of its 
Stabilization 
and 
the which 
would provide the Board with essential infor 


representative groups a 


series of questions answers to 
mation for the development of wage stabiliza 
rhereafter, the Board conducted 
conferences which were attended by 
talive labor 
presented their views respecting the develop 
the 
formulation of the provisions hereof there has 


tion policies 
represen 
industry, which 


groups of and 


ment of wage stabilization policies. In 
thus been consultation with industry and labor 
representatives trade 


representatives 


association 
and 
their 


including 


and labor union con 


sideration has been given to recom 


mendations 

Section 402, subdivision (d) (2) of the 
Defense Production Act of 1950 (Public 
774. Sist provides that “No 
shall be this titl 


with respect to wages, salaries, or other com 


Law 
Cong action 
taken under authority of 
pensation which is inconsistent with the pro 
the Fair Labor Standards Act of 
1938. as amended, or the Labor Management 
Relations Act, 1947, or any 
the United States, or of 
District of 


possession of 


Visions of 
other law of 
State the 
any Territory or 


States.’ 


any 
Columbia, or 
United 


orders of the 


the Since 
constituted 
Fede ral or 
for certain 

with the 
purposes and intent of the Fair Labor Stand 
ards Act of 1938, as the Wage 
Stabilization Board authorizes in 


wages 


duly 
any 


statutes and 


authorities acting under 


State law fixing minimum rates 


tvpes of workers are consistent 
amended 
hereby 
creases in salaries, and other com 
and 
other compensation into compliance with the 
Fair Labor Standards Act of 1938, as 
ided, and such other statutes and orders 


establishing 


pensation to bring such wages, salaries 


ame 
mintmum rates of 


1951 


compe nsation 
January 31 


General Regulation No. 4 


Statement of Considerations 


Sane 


No 


as statement in General Regulation 


a) Increases in the wages, salaries, and 


other compensation « f 
pal and 


state, county 


federal 


munich 
other nor governmental 
and other 


ordinan 


employees, whose wages, salaries 


compensation are fixed by statute 


or regulation of duly constituted authorities 
mace 


Wag 


provisions 


of such governmental bodies, may be 
without the prior authorization of the 
Stabilization Board to the 


of paragraphs (b 


subject 


and (c) hereof 


b) State, county, municipal and other 


non-federal governments and agencies thereof 
in making increases i salaries, and 


wages 


other compensation of their employees, are 


expected to national wage 


conform to the 
stabilization policy as expressed in the De 
fense Production Act of 1950 
Order 10161 Wage 

Regulation | issued by the Eeonomice Stabil 
Administrator on January 26, 1951 


statements o 


Ex cutive 


General Stabilization 


Zalion 


the General Regulations and 


policy issued by the Wage Stabilization 
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and such orders or 
time be 
in connection therewith 


thereto 
may 


Board 


regulations as 


pursuant 
from time to 
issued thereunder or 

\« The Wage Stabilization Board reserves 
the right to review increases made under the 
terms of paragraph (a) hereof, and to revoke 
or modify such increases when required in 
order to effectuate the policies of the Defense 
Production Act and the applicable orders or 
regulations issued thereunder or in connec 
therewith 


1951 


tion 
January 31, 


General Regulation No. 5 
As Amended 


Statement of Considerations 

First two paragraphs same as statement in 
Regulation No. 3 

The effective administration of wage stabi- 
lization program rests largely on the degree 
of success achieved in ensuring that individual 
wage and salary adjustments be not misused 


General 


for the purposes of evading or avoiding the 
Efficient industrial 


requirements of law 
labor-management 


management, harmonious 
relations and high level production cannot be 
attained unless a large measure of flexibility 
and discretion is reserved to management, or 
to management and labor, as the case may 
be, in. the sound 
and/or length of service increases, pro- 
establishing rates for 
new or changed jobs It is 
the intention of the Board in the accompa 1y 
ing general regulation to permit the operation 
and administration of such systems subject 
to the standards and controls set forth therein 


operation of systems for 
merit 
transfers 


motions or 


new hirings, et 


future 
issuance of 


Requlation subject to 
Pene*ng the 


regulations on the 


SECTION 0 


yeneral regulation 
further general subjects 
individual wage or salary 


authorized 


covered herein 


adjustments are for employees, 
without prior approval of the Wage Stabili- 
Board, subject to this General Regu- 


No. 5 


SEC l 


zation 
lation 
Merit and/or length of service m 
here Merit and/or 
length of service increases may be granted in 
effect. on January 


creases exists 


plan 
accordance with a plan in 
25, 1951 
a) That such a plan existed 
l In a 
agreement in 
25, 1951, or 
2 In the 
ment of polic Vv or procedure in effect on Jan- 
25, 1951, or (ii) a written notice that 
posted for the 
1951, 


provided 


bargaining 
January 


written collective 


effect on or before 


form of (i) a written state- 
uary 
had 
employees on or 


that 


furnished to or 
January 29 


been 
before 
and 
8) Such written agreement, statement, or 
shall be 
ior inspection 


Board, and 


b) That such a plan contains job classi 


kept available at all times 
by the Wage Stabilization 


notice, 


fication rate ranges with clearly designated 


maximum rates; and 
c) That in 


operation of such a plan the employee would 


accordance with the normal 


normally be reviewed for a merit increase or 


entitled to a length of service Increase at the 


time the inerease is granted; and 

d) That if the plan provides for increases 
n specihie amounts or 
shall not be 


amounts or percentages; and 


percentage, Increases 


granted in excess of such 
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(e) That if the plan does not provide for 
increases in specific amounts or percentages, 
the amount of increase granted to any indi- 
vidual employee shall not exceed the figure 
reached by dividing the total amount of the 
merit and/or length of increases 
granted to individual employees in that clas- 
sification during the calendar year 1950 by 
the number of employees in that classification 
Where job clas- 
sifications are grouped into labor grades or 
levels and wage or salary rate administration 


service 


who received such inc reases 


has been in terms of such grades or levels, 
the average referred to may be computed for 
each such grade or level 

(f) That no employee’s rate shall be raised 
above the maximum rate of his job classifi 
cation 

Sec, 2. Merit and/or length of service in 
of plan. In 
of an established plan meeting the require- 
merit and/or length 


creases in absence the absence 
ments of section 1 above, 
of service increases may be granted subject to 
the following conditions 

(a) That the 
received a 


shall not have 
length of 
increase during the 12 calendar months pre- 


and 


employee 
merit and/or service 
ceding the effective date of such increase, 

(b) That the number of employees whose 
may be increased in any one calendar 
shall not exceed the 
number of increases granted per month dur- 


rates 
month proportionate 
ing the calendar year 1950 in each bargain 
ing unit or 
employees, and 
(c) That the 
ployee shall not exceed in amount the figure 
reached by dividing the total amount of 
merit length of service 
granted to employees in the same job classi 
fication during the calendar year 1950, by the 
that 
who received such increases; Provided, That 
in an establishment 
job classifications, the increase shall not ex 


other appropriate groups of 


increase granted any em 


and/or increases 


number of employees in classification 


that has no system of 
ceed in amount a figure similarly computed 
vhich averages the increases granted to em 
ployees doing similar work during the calen 
dar year 1950 
grouped into labor grades or levels and wage 


Where job classifications ar 


rate administration has been in 
such 
referred to may be computed for each such 


and 


or salary 
terms of grades or levels, the averag 
grade or level 

(d) That no employee shall be raised to 
a rate higher than the maximum rate of the 
job classification, or in the absence of a 
formal system of rate ranges, than the highest 
rate paid to any employee doing similar work 
on January 25, 1951, except as such highest 
rate may have been raised pursuant to the 
terms of General Regulation No 
actions of the Board authorizing 


2 or other 
increases In 
wage or salary rates 
Promotions and _ transfers 
fide 
to a higher paid job is made, the 
payment to such employee of the rate for 


Sec. 3 


When 


a bona promotion or transfer of an 


employee 


such job is permissible provided 

a) That the employee is required to per 
form the normal duties of the job to which he 
is promoted or transferred, and 

b Phat if the job to which the employee 
is promoted or transferred has a rate range, 
the rate within the which he may be 
paid shall be the practice fol 
lowed under the terms of the applicable col 


governed by 


lective bargaining agreement, or under ; 


written statement of policy or procedure 
existing and in actual operation on January 
25,1951. If such agreement or written state- 
ment does not exist, the employer shall follow 
the same practice in determining such rate 
as he followed in the calendar year 1950. In 
no event shall the employee receive a rate 
in excess of the maximum of the rate range 
to which he is promoted or transferred 

sec. 4. New or changed jobs. Rates for 
new or changed jobs may be established in 
accordance with plans or procedures in effect 
on January 25, 1951, or, if no plan or pro- 
cedure was in effect on such date, the rates 
established must be in balance with the exist- 
ing rate structure. Slight or inconsequential 
changes in job content shall not provide the 
basis for establishing new job classifications. 
rates or rate ranges nor justify changes in 
existing job classifications, rate 


ranges 


rates or 
Sec. 5. Hiring of neu employees. A new 
employee may not be hired at a rate exceed- 
Ing 

(a) The minimum of the rate range of the 
job classification into whic h he is hired, pro 
vided that an employee who has special abil 
ity and experience may be hired at a rate 
corresponding to such ability and experience 
within the rate range, or 

(b) The rate of the job, or 

(c) The minimum rate paid to any em 
ployee doing similar work during the pay 
period immediately preceding January 25, 
1951, if the establishment has no system of 
job classification 

Sec. 6. Permissible m earnings 
Variations in earnings of individual employees 
25, 1951, resulting 
from the following are permissible: Provided, 
Such variations result from the operation of 
collective 


variations 


subsequent to January 


other 
effect. on or before 
1951, and further provided that 
the method of application of such agreements, 
with the 
reasonabk 
1951 

(a) The normal operation or application of 
incentive rates or plans; or 


bargaining agreements or 


plans or practices in 
January 25, 
plans or practices is consistent 
method — of 
period of time prior to January 25, 


application over a 


(b) Change from one shift to another; or 
(c) The normal operation of a system for 

payment of commission on sales or business 

transactions; or 

overtime, 


(d) The payment of premium 


or penalty rates; or 

(e) Other similar auxiliary pay practices 
The rate 
or rate ranges within which this regulation is 


Sec. 7. Rates subject to revision 


to be operative may be revised pursuant to 
the other applicable regulations of the Board 

Sec. 8. Record keeping required. The em 
ployer shall keep records of each wage or 
made pursuant to the 
terms of sections 1 through 5 of this general 


salary adjustment 


regulation in readily accessible form for 
inspection by the Wage Stabilization Board 
Increases shall not 
Increases in the 


Sec. 9 justify 


wage rates of 


price 
increases 
employees granted under the terms of this 
shall not furnish a 
price 


regulation basis 


either to 


general 
Increase resist 


justifiable 


ceilings or 


otherwise reductions in price 
ceilings 


February 12, 1951 


Regulations 6, 7 and 8 were issued just at 
press time. 
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Here’s why operators call the LS-85 the 


SUPER SHOVEL-CRANE! 
|] peel all-welded | =z 13” ground clearance — 
construction. . nothing to snag or foul... 
4 Designed to assure short, y/ Fully convertible for all 
| oz positive turns in steering | am attachments 


1] ae long frame for Service and repair parts stocked 
ground-hugging stability by your local distributor 


5,000 Ibs. on the end of a 90 ft. boom! Yet this LS-85 
handles the job easily in a plant dismantling operation for 
Cabot Carbon Co. L. M. Salmon, construction superintend- 
ent, is enthusiastic about the LS-85’s performance. Fore- 
man Olin Duke says, “The LS-85 must have been built 
especially for a steel rigger . . . it does everything just right.” 


From its safety type independ- 
ent rapid boom hoist to its mas- 
sive crawler base . . . the big, 
husky LS-85 has what it takes to 
stand up under heavy digging 


and lifting operations — year in 


fa 


and year out. 
And when it comes to work— 
the LS-85 asks for it! Quickly 


convertible, you can use the LS-85 


rem ay Sr armamne 


on big or small jobs . . . keep it 
working, making profits all the 
time 

The LS-85 Shovel-Crane is the 
machine with the speed for high 
output, the stamina for low up- 
keep, the stability for extraordi- 


nary digging and lifting. 


INK-BELT 5 = R Builders of the most complete line 
L PE DE of shovels, cranes and draglines 
CORPORATION CEDAR RAPIDS, IOWA 
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The new GYRO-FLOW 600 is the first portable ever to use a 
rotary compressor. It is of an advanced-design two-stage, oil- 
cooled, rotary type which eliminates valves, pistons, con rods, 
and clutch. A remarkably low oil consumption is maintained 
throughout the life of the compressor. Maintenance problems 
are almost entirely eliminated and hourly operations costs are 
greatly reduced. The complete unit weighs only 9500 pounds 
ready to run. 


Under normal operating conditions, the air is always less than 
CYRO-FLOW 200 F as it leaves the compressor. It is always oil-free, too. 
The GYRO-FLOW delivers full 600 cfm at 100 psi... enough 
for two of the new Ingersoll-Rand FM-3 Wagon Drills. It is 
operates equipped with the new Air-Glide Capacity Control ... the only 
stepless regulator that controls the air output smoothly over 
two of the new the full range from 0 to 100% capacity. 

FM- 3 y The GYRO-FLOW is driven by the powerful Series 71 
i SM General Motors diesel engine. This six-cylinder, two-cycle engine 
Wagon Drills has proven its stamina and reliability on contracting equipment, 
ae: cae buses, locomotives and ships all over the world. Your nearest 
Ingersoll-Rand representative will be glad to give you the full 

story on the new GYRO-FLOW 600. 


. AN IDEAL DRILLING oneal Ingersoll- -Rand 


11 Broadway, New York 4, N. Y 
JACKHAMERS - PILE DRIVERS - WAGON DRILLS - STATIONARY COMPRESSORS + CARSET JACKBITS - IMPACTOOLS - MOTORPUMPS » QUARRYMASTER DRILLS 
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GISLATION 





» THE bill on renegotiation of de 
fense contracts, H.R. 1724, passed by 
the Senate February 21, increases the 
government's power to recapture ex 
cessive profits, and establishes a five 
man board with 
renegotiate contracts 


broad powers to 
involving — bil 
lions of dollars for defense production 
and facilities. 

To the measure as passed unan 
imously by the House, the 
Finance Committee added 21 amend 
ments. Where the House prov ded 
that contractors who had acerued or 
received more than $100,000 over t) 
period of a year from renegotiabl 
contracts would be subject to renego 
tiation, the Senate approved $500,000 
as the minimum. 

H. E. Foreman, managing director 
of The Associated General Contrac 
tors of America, pre sented testimony 
to the Senate 
February 2, 


Senat 


Finance Committee on 
advocating 

amendments applying to construction 

contracts. 

Two of the 
cluded in the 
bill: 

1. “Any contract with a Depart 
ment awarded as a result of competi 
tive bidding for the construction of 
any building, structure, improvement 
or facilitiy’ is added to the 
on mandatory exemptions. 

2. Section 102 is amended to limit 
contracts subject to renegotiation to 
those “having a direct and immediate 
connection with the national defense. 

Principal points in Mr. 
testimony were: 


Seve ral 


amendments are in 
Senate 


version of the 


section 


Foreman’s 


Senate Passes Renegotiation; 
Would Create Five - Man Board 


e Foreman Testifies on Behalf of Association 


e Two Suggested Amendments Included 


1. ‘The 

H.R. 
for certain departments 
subject to renegotiation, and gives the 


presently proposed legisla 


tion, 1724, makes all contracts 


designated 


President complete power to extend 
the application of the measure beyond 
those departments specifically named. 
Furthermore, it applies not only to 


contracts to be also 


undertaken, but 
automatically applies to contracts a 
ready in existence to the extent of 
moneys to be paid or payments to 
1951, whether 
connected and whether 
obtained as a result of 


accrue after January 1, 
or not defense 
adver 
other 


or not 
tised 


wise. 


competitive bidding or 


2. (a) That any renegotiation be 
applied only to contracts directly at 
fecting the defense program, and 

(b) Even in this area only to thos: 
contracts which have not been ob 
tained as a result of open advertised 
competitive bidding. 

3. To recommend that in the 
retained for 


area 
renegotiation, all 
tracts and interests in contracts held 
by a single contractor which are sub 
ject to renegotiation be required to be 
renegotiated as a whole. 


t. That it be 


con 


required that the 





Big Push on for St. Lawrence Seaway 
@ U.S.-Canadian Project Would Cost $1 Billion 


» THE St. Lawrence seaway proj 
ect, unsuccessfully introduced fre 
quently in the last 80 years, is now 
under consideration by the House 
Committee on Public Works and is 
substantially advocated by 
and influential proponents. 

Cost of the estimated $1 billion 
project would be equally shared by 
the United States and Canada. In 
terior Secretary Chapman supported 
the legislation, stating during hear 
ings that if the United States did not 
participate in the Canada 
would proceed alone. American ves 
sels would then have to pay tolls, he 
warned. Mr. Chapman said, “Unless 
the seaway is built, I do not see how 
we will be able to meet our national 


humerous 


project, 
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iron ore requirements five years from 

now.” 
Other 

have 


Administration officials who 


made urgent appeals for the 
of the project needed 
for the expansion of steel production 
include President Truman, Defense 
Marshall, Defense Mobi 
lizer Wilson, Munitions Board Chair 
man Small, State Secretary Acheson 
and Commerce Secretary Sawyer 


commencement 


Secretary 


Hearings on the St. Lawrence 
project began February 20 and were 
expected to continue for 
The plans include a 
navigation channel, 27 feet in depth, 
extending from the Atlantic to the 
head of the Great Lakes. 


10 or more 


days. seaway 


renegotiation proce dure be conducted 
in the first instance and throughout 
within and by the agency or depart 
ment having charge of the contract 
in the (except 
appeals as are provided), as only such 
agencies familiar with all the 
problems involved in its execution. 

5. That it be that the 
rules of the Bureau of Internal Reve 
nue with respect to cost items be made 
to apply to the 


beginning for such 


are 


mandatory 


final calculation of 
profits. 
should be made not 
the Tax Court 
but under any and all circumstances 
the way should be open for appeal to 
the United States Courts of Appeal 
and the Court of Claims. 

Compromise of 


6. Provision 


only for appeal to 


and Senate 
differences was expected by early this 
month. 


House 


Major differences which must 
be resolved include the extent of 
exemptions for raw and 
two 
per cent difference in interest rates for 
unpaid 
and a carryover provision adopted by 
the Senate 


negotiable 


farm goods 


unprocessed mineral products; a 
renegotiation indebtedness; 
which allows losses on re 

transactions in one year to 
be carried over to the 


next year's 


renegotiation. 





Defense Housing Bill 





Public hearings on the companion 
defense housing bills have been com 
pleted by the Senate and House Bank 
ing Committees. 

The bills provide for new homes 
and community facilities in areas feel 
the influx of 

would 


ing defense workers. 
They 
federally insured mortgage loans for 
the construction of all types of homes 


with 


provide $3 billion in 


special assistance for rental 
housing. 

The House Committee was expected 
to complete consideration of the meas 
ure before the end of last 


Senate Committee action on the 


month. 
bill 
will be resumed early this month after 
this group has substantially completed 
investigation of Reconstruction Fi 
nance Corporation loans 
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What’s U.S. Rubber 
doing to help you 


stay on schedule? 


The hydraulic ram in this tremendous 
shovel is packed with U. S. Matchless Pack- 
ing, which is self-adjusting and automatic in 
action. Matchless reduces wear on rods and 
plungers, keeps the shovel on the job longer 
and at less expense. 


Helping you stay on schedule, or even ahead 
of it, is a specialty of United States Rubber 
Company. Hoses of all types, conveyor belt- 
ing for light or heavy work, new revolutionary 
form linings—these are among the products 
which “U.S.” maintains in strategically located 
stocks throughout the country. Designed by 
“U.S.” engineers after careful study of con- 
struction needs, these products help contrac: 
tors keep a steady, up-to-the-minute schedule 


UNITED STATES 
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MECHANICAL GOODS DIVISION 


SMOOTH, PIT-FREE SURFACES result 
when you use U.S. Rubber’s Hydron 
Form Linings. Unsightly, irregular 
grooves are eliminated wi 


usable U.S. Form Strips. 


<4 THIS IS THE ORIGINAL red sheet 
packing—U. S. Rainbow. It has 
always been famous for dependa- 
bility on flanges and parallel sur- 
faces, against hot and cold water, air, 
saturated steam up to 150 pounds. 


RUBBER COMPANY 


ROCKEFELLER CENTER, NEW YORK 20, N. Y. 
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» ONE result of the tremendous in 
crease in the amount of national de- 
fense construction is expected to be 
the use of more negotiated contracts 
for construction. 

The Department of Defense has 
emphasized that negotiation does not 
mean the absence of competition, but 
rather that 
used. Contracting officers are required 


formal advertising is not 


by military procurement regulations to 
compare all qualified sources able and 
willing to perform whatever work is 
needed. 
taken into account to insure full and 
free competition. 

On December 28, 1950, the Chief 
of Engineers delegated to division and 
district engineers of the Corps the au 
thority to approve awards of negoti 
ated contracts for construction in an 


Prices and other factors are 


amount not to exceed $5 million, and 
architect-engineer: contracts in 
amounts not to exceed $300,000. In 
issuing this authority, the Chief of 
Engineers set the following standards 
to be followed by division and district 
engineers : 
a. Construction contracts 

(1) When plans and specifica 
tions are complete enough to per 
mit lump sum bidding, division 
and district engineers shall de 
cide whether to negotiate or ad 
vertise, on the basis of the time 
element involved. 

(2) Where the work 
defined by partial plans and spec 
ifications which are not sufficiently 
complete to permit formal adver 
tising, negotiated lump sum or 
unit price contracts will be used, 
if practicable, in lieu of cost-plus 
a-fixed-fee contracts. 

(8) When the completion date 
is such that planning and build 
ing must be started at the same 


can be 


time, cost-plus-a-fixed-fee con 
tracts will be used. 
(4) When the 


cated 


project is lo 
off-shore in areas where 
construction experience is lack 
ing or otherwise of such a nature 
that makes it impracticable ‘to 
estimate costs, the cost-plus-a 
fixed fee type of contract will be 
used. 

(5 Any contract to be nego 
tiated on a fixed price basis should 
generally be accomplished by so 
liciting proposals from such quali 
fied contractors as may be deemed 
necessary to insure effective com 
petition, consistent with meeting 
the required completion date. 
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CONTRACTS « SPECIFICATIONS 


Defense Construction to Bring 
More Negotiated Contracts 


© Department Says Competition to Be Retained 


(6) When a contract is let by 
letter orders should 
be issued in the first 
when they will serve to expedite 
the completion of the work. 

(7) All types of contracts must 
contain adequate requirements 
for maintaining sufficient plant, 
personnel, extra shifts and over 


negotiation, 
instance, 


time to insure completion within 
the specified time limits. 
b. Architect-Engineer Contracts 
(1) Architect- Engineer 
tracts, in all eases, will be nego 
tiated. 
(2) Principles determining the 


con 


type of contract to be used are 
fully covered in paragraph 
1106.15, Orders and Regulations, 
Corps of Engineers. 

c. A determination and finding jus 
tifying the use of a cost-plus-a 
fixed-fee contract 
in each instance by 


must be made 
the Chief of 
Engineers. 

The following principles govern the 
selection of construction contractors, 
and architect-engineers, when the ele 
ment of competition is lacking: 

a. The contractors must be fully ca 
pable of accomplishing the re 
quired design of construction 
work. 

b. The contractor should be located 
in the general geographical area 
in which the work is to be per 
formed. The guiding principle to 
be followed in determining the 
size of the geographical area is 
to make it large enough to pro 
vide a reasonable choice of con 
tractors capable of handling the 
project. Unusually large or com 
plicated projects thus generally 
will require consideration of firms 
within a large geographical area. 

c. Avoid overloading any one firm. 

d. Division and district 
select construction and architect 


engineers 


engineer contractors for contracts 
within the limitations of the dele 
gated approval authority without 
further reference to the 
office. 


chief's 
If the award of the pro 
posed contract is not within the 
approval authority, recommenda 
to the 
will be 


contractor to be 
submitted to the 


tions as 
used 


chief's office as now preserbed. 
Navy Raises Delegated Authority 


District Public Works Officers of 
the Navy now have the authority to 
award architect-engineer contracts in 
exceed $300,000, 
and have been authorized to use the 
Bureau of Yards and Docks’ 
form construction contract in amounts 
up to $10,000, instead of the previous 
limitation of $5,000. 


an amount not to 


short 


Not Necessary to Contact 
Washington 


The negotiation and award of con 
tracts by field 
contrary to the policy followed during 
World War II, and both the Corps of 
Engineers and the Bureau of Yards 
and Docks that 
nearly all construction matters are 
now handled through their local offices, 
and that in very few cases will it be 
necessary for 


government offices is 


have 


emphasized 


their 
agents to contact Washington to obtain 


contractors or 


information on prospective work, bid 
ding procedure, or awards. 


Contractors’ Qualification Data 


The Corps of Engineers and the 
Bureau of Yards and Docks have ex 
pressed their desire to have construc 
tion contractors file with them an out 
line of their qualifications. Copies of 
the required forms were obtained by 
office, reproduced, and 
furnished to 


the national 


will be members upon 
request. 
members who have not 


filed these forms are urged to do so, 


Interested 


in order that these agencies may have 
an up-to-date brochure of contractors 
qualified to carry out the defense con 
struction program. 





Army Construction Adviser 





Michael V. Kalette, retired presi 
dent of James Stewart and Company, 
\.G.C., New York City, has been ap 
pointed to advise the Under Secretary 
of the Army on all matters pertaining 
to Army construction 

Mr. Kalette, who was president of 
the Stewart organization from 1946 to 
1949, is one of four civilian consultants 
named to advise the Army. 
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New Steam Generating Plant 
ta WESTERN WEW YORK 


The plant shown above is a new steam- 
electric generating station at Dunkirk. 
N. Y., built by the Niagara Mohawk 
Power Corporation to supplement its 
other facilities for furnishing electric 
power to the Western New York area. 

The Dunkirk Steam-Electric Station is 
one of 81 hydro- and 6 steam-electric 
stations comprising the Niagara Mo- 
hawk System, and is the most modern 
generating station ever constructed. The 
installed capacity of the station is 160,- 
000 kw, and this can be increased to 
320,000 kw should the need arise. The 
station’s turbine generator is new in de- 


sign, and is the first of its type to be 
manufactured. 

The Dunkirk Station has two 60-cycle, 
steam-electric generating units, each 
with a rated capacity of 80,000 kw. Its 
coal-fired steam generators supply 
steam at 1450 lb and 1000 F to the tur- 
bines, each of which is connected to a 
60-cycle, 13,800-volt generator with 
transformers, to deliver power to the 
115,000-volt transmission system. 

The 5147 tons of steel in the frame- 
work and boiler supports of the Dunkirk 
Steam-Electric Station was fabricated 
and erected by Bethlehem. 





BETHLEHEM STEEL COMPANY, BETHLEHEM, PA. 


On the Pacific Coast Bethlehem products are sold by Bethlehem Pacific Coast 
Stee! Corporation. Export Distributor: Bethlehem Steel Export Corporation 


FABRICATED STEEL CONSTRUCTION 
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» ORGANIZATIONAL know 
excellent 


how, 


haul roads, homoge neous 
borrow pits, high ball operations, good 
and Euclid 


made possible the completion of 98.8 


weather moditied loaders 
percent of Bonny Dam in 53.9 percent 
of the time allotted by the Bureau of 
Reclamation. 

Bonny Dam, a feature of the Mis 
souri River Basin development pro 
gram, is South 
of the Republican 
Colorado near the 
of Hale. The earthfill structure rises 
to an overall height of 128 feet above 
the river bed, the maximum width at 
908 feet, and the 
9,300 feet. The 
30-foot 


roadw ay on the crest. 


located on the Fork 


River in eastern 


small community 


the base Is 
length is 
structure 


crest 
completed 


has a all-weather 


Equipment Enlarged for Job 


When the Utah Construction Com 
pany, under the direction of Jim Fogg 
December 8, 

a big job ahead of it. 
that the best 
9.800.000 cubic 


moved onto the site on 
1948, it had 
Mr. Fogg determined 
way to excavate the 
vards from the borrow was by 
Euclid 
pits is a loess containing no cobbles; 
this of loaders. By 


the time embankment operations were 


pits ; 
loaders. ‘The material in the 
favored the use 


in full swing in June of 1949, three 
of these loaders were on the job and 
two had been remodeled by the addi 
10-foot 
This increased each 


tion of vertical side cutting 


blades. loade r’s 
capacity from 500 to 1,000 eubie y ards 
per with the 
loaders, Euclid bottom dump trucks 
had increased from 
13 cubic yards and 25 cubic yards to 


hour. To keep pace 


their capacities 
24& cubic yards and 32 cubic yards, 
respectively, by the addition of side 
boards. 

To accommodate this hauling equip 
ment, Bob 
intendent, 
excellent 


Davidson, 
built 
system of one 
roads. One of these roads required 
90,000 cubic yards of fill. “But, 
J. Foo MeCre ght, project € 
looking up with a 


project super 
and maintained an 
way haul 
sa d 
ngineer 
smile from 
a cost analysis sheet, “every vard was 
money in the bank.” 

The first load of earthfill material 
was dumped on the dam on Mareh 11, 
1949, and the last load on 
3, 1950, twenty-four months before 
the expiration of contract time. In 
November of 1949, the 
a record on 


broad 


November 


contractor set 

Reclamation 
earthfill dams by placing and rolling 
1.000.500 cubic vards. To set this 
record and to keep pace with the 28 
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Bureau of 


How Bonny Dam Contractors 
Gained 45% on Time Schedule 


® Organization, Modified Loaders Big Factors 
© Excellent System of Haul Roads Pays Off 


By Kenneth L. Powers, Field Engineer 


Kuclids hauling from the borrow pits, 
used 13 
rollers propelled by nine tractors. 


the contractor sheepfoot 
Economy Forms Used 


“Dusty” Rhoads, Horner 
Switzer’s project superintendent, used 


and 


economy forms to rush concrete plac 


Also of Interest to Heavy Contractors 


GENERAL—page 21, CONTROLS—page 23, LA- 
BOR RELATIONS—page 25, LEGISLATION—page 
29, CONTRACTS-SPECIFICATIONS — page 31, 
A.G.C. REPORT—page 43, ACCIDENT PREVEN- 
TION—page 67 


ing activities in the Bonny Dam spill 


way. ‘These patent metal forms were 


fabricated in special sizes, where re 


quired, to allow the construction of 


the radial walls and to provide true 


lines, compensating for the slope of 
The 75,000 cubic 

spillway is 1, 
with 
cubic 


the spillway floor. 

feet/ second capacity 
198 feet long 
appurtenant 


vards of concrete. 


and required, 
structures, 31,866 
The outlet 
is 913 feet long and utilizes a 56-inch 
pipe inside of an 8’ 2” 


works 


concrete con 
This 
future 
side of the 
river valley for the Hale Ditch 
on the south side. The Hale Ditch 
is supplied by a 32” O.D. pipe which 
traverses the low berm of the dam. 


duit to by-pass the normal flow. 
structure provides water for 
irrigation on the north 


and 


Grass and Riprap Protect Slopes 


Cass Construction Company, in 
placing the gravel blanket and riprap 
for upstream slope protection, devised 
an unique method of placing the rock, 
thickness from three 
to eighteen inches. \ 


equipped 


which varied in 
te t t 


Lorain 


"4 yard 


dragline with an 








| HEAVY*RAILROAD ) 





orange-peel bucket was used on thi 
slopes to place the riprap after it was 
dumped from the trucks, which hauled 
the rock 27 from the 
it Burlington, Colorado. Supporting 
slopes were four 


miles railhead 
the dragline on the 
sets of wedge-shaped 
These 
machine with a level 
working area as it traveled. All of 
the rock used for the gravel blanket 
Bonny Dam was 
Golden, Colo 


rado, and required 7,877 railroad cars. 


“slope jacks,” 
boxes cut from Navy pontoons 


proy ided_ the 


and riprap on 


shipped by rail from 

Downstream slopes of the dam are 
protected by This farming 
operation called for somewhat lighter 
equipment than the embankment. A 
and a_ 10-foot 
principal 


grass. 


spring-tooth harrow 
Oliver farm drill 
machines used in preparing the seed 
bed and planting the combination of 
crested wheat 


grass, clover 


were the 


wheat western 


grass, 


biennial ve llow sweet 


and barle y. 


Flood Protection Great 


reservoir will 
feet of 
irrigation, 132,000 
feet of super storage for flood control 
feet of 
Storage in the 


foot 
acre 


\ 175,000 acre 


provide 33.000 active 


storage tor acre 


ind 10.000 acre dead storage 


ind silt control. 
reservoir began on July 6, 1950, when 
Utah 
Che reservoir has now reached a depth 
of 35 feet at the 


8.695 feet of 


initiated work on the closure. 


dam and contains 


acre water. 


Recreation Planned 


Portents of things to come were 
observed by residents of the area when 
huge flocks of ducks and geese stopped 
at the Bonny The 
National in conjunction 
with the Federal Fish Wildlife 
Service, plans to develop a recrea 

south bank of the 
will provide 


lots, pienic and boating facilities. The 


teservoir this fall. 
Park Service, 
and 
tional area on the 


reservoir, which cabin 


Colorado Fish and Game Commission 


has alre ady begun to stock the lake 
with game fish. 

Success in the speedy completion of 
Bonny Dam is due in 


part to the 


cooperation between the contractor 


ind government engineers. The con 
struction of Bonny Dam is under the 
supervision of the Bureau of Reclama 
Michael Straus, 


Engineering design 


tion, commissioner. 
and construction 
are under the direction of L. N. 
McClellan, chief W ayne 
S. Byrne was construction engineer 
until July 1949. C. L. 


construction engineer for the project. 


engineer. 


Mutch is now 


34 


New York City Building “Floating” Pier 


@ Largest Contract Signed for Pontoon-Type Substructure 


» NEW York City’s new Pier 57, 
for which a substructure and deck con 
tract was February 16, will 


be another example of modern inge 


signed 


nuity in functional design. 

Most distinctive feature in the de 
sign of the 750 x 150 foot 
and steel structure is a “pontoon” 
type substructure consisting of three 
huge watertight boxes of reinforced 


concrete 


concrete, 
Buoyancy Main Support 
These 
will be 


site, then floated into exact position 


three hollow boxes, which 


constructed away from the 


and sunk atop a_ specially 
gravel base built over the piling of the 
old pier, will support approximately 
90 per cent of the pier’s total dead 
weight by their buoyancy. 

It is estimated that only 10 per 


cent of the dead weight of the pier, 


prepared 


plus weight of its live loads, will be 
passed on to the gravel base on which 
the boxes will rest. 

Two of the boxes, each of which is 
about 350 feet long by 82 feet wide 
and 34 feet deep, will support the 
main length of the pier, providing a 


substantial basement area for freight 
Elevators will 
link the basement and pier level, but 


storage and handling. 


there will be no passageways between 
the boxes. 

The third box will be sunk broadside 
to the others at the shore end as the 
substructure for the pier’s 
bulkhead section. 


$5,685,491 Contract Biggest 


Ramps will lead from the street to 


T shaped 


the basement level for passengers and 
freight arriving and leaving by ve 
hicle. Elevators and escalators will 
shuttle 


freight 


passengers, baggage and 


between the basement and 
main deck. 

The roof will provide parking space 
for 500 cars. 

Merritt-Chapman & Scott Corpora 
Corbetta 


Company were awarded the $5,685,491 


tion and the Construction 
contract for the substructure and deck, 
largest single pier construction con 
tract ever awarded by the city. 

The new pier will replace the one 
at 15th Street and North River which 


was destroyed by fire in 1947, 


Distinctive features of new Pier 57 are pointed out in model to contractor rep- 


resentatives by 
Marine & Aviation Department. 


Edward F, Cavanaugh, Jr., commissioner of New York City’s 
Left to right are Ralph E. DeSimone, executive 


vice president and general manager of Merritt-Chapman & Scott Corporation; 
Roger H. Corbetta, Corbetta Construction Company; Commissioner Cavanaugh; 
John M. Buckley, Emil Verpillot, and Lewis H. Rabbage, of the department; 


Jackson, MC 


MC & S. 


& S; 


Clarence 
Martin, 


Frank Vitolo, 


Corbetta company; and Fletcher 
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ORDERS 














Not by the Army, though... by YOU! 
And I'm going ahead full speed. 


Your orders for Shell Brand have me 
working 24 hours a day, 7 days a week. 
And I feel mighty proud to have this 
responsibility in building South Texas. 





So keep on giving me orders and I'll 
keep on making Shell Brand. Just one 
favor, though... 


Please let me know sooner what your 
needs will be so we both can plan ahead 
more efficiently. 


Hardy Kal 


ALLIBURTON 


PortTLAND CEMENT COMPANY 


NAVIGATION BOULEVARD ¢€ CORPUS CHRISTI, TEXAS 
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Ditch Cutting Reach Outside Wheels Reverse Ditching or Blading 


via Sti 


@ On most construction work—ditching, low and high bank slopes, ; achine to Needed © 
ed Cuts, 


Positive-Acti, 


because they’ 


wide shoulder reach, etc.—the operator of an Adams Motor Grader 


, 


quickly and easily obtains all necessary blade positions through con- 


venient cab controls—without mechanical adjustments. Only occasional steering 


work, calling for extreme reach, requires operator to shift blade on Ample o 
: of 4: Perati 
circle or change lift linkage. "9 Clearances Quick 
sa° , " ° ° ° e oO wo _ . 
The ability of Adams Motor Graders to provide this wide range of » Convenience, ef; rk +++ Operator com- 
2 ’ iclency, 


rvicing Plys World-Wide 
+++ Saves time and money 


blade positions—without mechanical adjustments—is one of the big a Fast, Easy, 5 
reasons why they are the fastest, most efficient and economical graders ealer Service 
on the market. Ask your local Adams dealer for complete information. 


J.D. ADAMS MANUFACTURING CO. + INDIANAPOLIS, INDIANA 











Housing Plans Made Public 





With the increase 
direct control of building construction, 
and builde rs are 
strengthening their efforts to conserve 


of direct and in 


private publie 

materials and manpower. 
Conservation in the interests of na 

tional defense is the 


of the 


Agency's 


major concern 
Home 


program, 


and Finance 


research 


Housing 
which 
aims to determine the nation’s housing 
needs during the emergency period 
Raymond M. Foley, HHFA Admin 
istrator, stated last month: “The key 
note of our housing program in this 
time of emergency is to see to it that 
the necessary housing is provided most 
efficiently with minimum drain on 
building materials and manpower, in 
the places where it is needed to sup 
port national defense activities. To 
accomplish this requires intensive re 
planning and building 
methods, timed so that the results can 


be effectively employed in the emer 


search into 


geney. 

“Specifically, the division of Hous 
ing Research been working in 
with the 


defense agencies in developing means 


has 


close cooperation national 
of conserving the over-all supply of 


building materials of importance t 


and directing their use in 
ways that most advance 
the defense effort. This has entailed 


the studv of means of conserving ma 


defense 
effective ly 


terials in housing construction so that 
housing production may go forward at 
the maximum rate consistent with re 
quirements of the defense program as 
a whole.” 

Housing Director Richard U. Rat 
cliff in a recent report to Mr. Foley 
stated that the research 
authorized by Congress in the Housing 
Act of 1949 is 
potentialities for use in the 


program 


found to have great 
mobiliza 
tion program. 

Immediately following the action in 
Korea, this research program was con 
centrated on defense requirements, he 
stated. 

“After the initial readjustment of 
Dr. Ratelitf moved 
quickly, in cooperation with the de 
fense hand and the 
housing industry on the other, to adapt 


aim,” said, “we 


agencies on one 


the entire program to the new emer 
requirements. We intend to 
continue to consult with industry on 
our 


geney 


recommendations for conserving 
materials and similar problems in line 


with developing defense demands.” 
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Corpus Christi Building Three Hospitals 


© Fast Growing Texas City Spending $6 Million for Sick Care 


Christi, ‘Texas 1950 


108.053 


» CORPUS 


population which has in 


88.6 size in the 


to dis 


creased 
last 
tinction. 


per cent in 


decade, has other claims 

Just now it is building three hospi 
tals for a total cost of 
million. The Driscoll 
Children’s Hospital, to 
equipment $314 million and provid 
112 beds, is unique in that it will give 


more than #6 
Foundation 


cost with 


its services to children without charge. 
Child patients of Nueces County will 
The Linbeck Construe 
tion Company, A.G.C., Houston and 
Corpus Christi, is the 
tor, and C. H. & Sons, Austin, 
the architect. Bottom of page 

The Spohn Hospital, conducted by 
the Sisters of Charity of the Incarnate 
Word, is adding a new 


have priority. 


general contrac 


Page 


102-bed wing 
to cost $114 million. The entire strue 
ture will be air-conditioned with indi 
Each 


live 


vidual controls for each room. 


room will be piped for oxygen. 


Also of Interest to Building Contractors: 


GENERAL—page 21, CONTROLS—page 23, 
LABOR RELATIONS—page 25, LEGISLATION— 
page 29, CONTRACTS-SPECIFICATIONS—page 
31, A.G.C. REPORT—page 43, ACCIDENT PRE- 
VENTION—page 67. 


New 


emergency room facilities are provided 


new nurseries are included. 
and four operating suites will be lo 
first John W. 
( orpus ¢ hristi, is 
Wade, Gibson & 
Martin, Corpus Christi, the architect. 
Next to the bottom of page 
Memorial Hospital, owned and op 
erated jointly by the City of Corpus 
Christi and Nueces County, is adding 
150-bed 
$114 million. While providing 
general hospital service to the public, 


cated on. the 
Phillips, A.G.¢ 
th contractor 


tloor. 


and 


an eight-story, addition to 


cost 


the institution cares for many charity 
Lawless & Alford, A.G.C., 
Christi, is contractor, and 
Smyth & Smyth, Corpus Christi, is 
architect. 


cases, 


Corpus 


Top photo 
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New Comfort for Enlisted Men’s Barracks 


e@ Offutt Base Quarters to Utilize Prefabricated Steel Panels 


» ENLISTED men 
Offutt Air Base 
headquarters of the 


stationed at 
near Omaha, 
Strate gic Air 


Command, are to have quarters com 


Force 


parable to those of a club or a modern 
college dormitory. A 
type of barracks has been designed 
and is to be built by the Korshoj Con 
struction Company, A.G.C., of 
Nebraska, at a cost of $208,740, with 
materials to cost 
000 


revolutionary 


an additional $100, 


Big Departure from Style 


The structure of steel 
and glass, to house more than 200 men, 


three story 


from the 
open bay barracks with its long rows 


two to a room, is a far cry 


of cots which enlisted men have known 
Each 


each 


since room 
two 
bath 


each 


Napoleon's time. 


will have a lavatory and 


rooms will have a shower and 


between. ‘Two large closets in 


room will provide ample — storage 
space . 

to be furnished in a com 
fortable, homelike style. It is hoped 


that twin beds will replace the army 


Rooms are 


Blair, 


lamps and 
venetian blinds are to be added later. 
Extra large horizontal 
rows insure adequate light and venti 
lation. 
heated. 

A lounge will be provided for each 
36 men. 


cots, and study desks, 


windows in 


The building will be steam 


Glass encased stairways at 
each end of the fireproof building will 
provide access to the upper floors. 


Cheaper than Open Bay 


The new quarters, while 
added comfort and privacy, will actu 
ally cost less than the open bay type, 
according to estimates. It will be 
built for less than $1,500 per man as 
compared with $2,000 per man for 
the open bay barracks. The low cost 
possible through the use of 
large sandwich type panels of sheet 
steel packed with fibre glass for the 
outside walls, and 1%4-inch fireproof 
asbestos interior walls. This material, 
plus the doors and window frames, 
will be prefabricated and assembled 
at a great saving in labor costs. 

The quarters will be built out of a 


is made 


Here in perspective is a typical unit to house four airmen in the new 216-man 


hotel-type barracks to be built at Offutt 


in the foreground, one for each man. 


Air Foree Base. 


and the four men will share a toilet and shower. 


38 


providing 


Four closets appear 
A lavatory is to be placed in each room, 


$300,000 appropriation made avail- 
able to replace an old, red brick 
cavalry barracks that burned down 
two years ago. 

“Airmen are on duty round the 
clock and the new quarters will enable 
a soldier to come in at any time dur 
ing the night, and turn on a light 
without disturbing anyone except per 
haps his roommate,”” commented Lt. 
Curtis E. LeMay, SAC com- 
manding officer, in looking over the 
specifications, 


Gen. 


“There is no reason 
why men should have to stand in line 
to shave, stack belongings in foot lock 
ers and use a bunk as a chair or writ 
ing desk.” 





Apprenticeship Award 





W. W. MacLaughlin, Jr., secretary 
manager of the Memphis Chapter, was 
the first recipient of the annual Ap 
prentice Training Activity Award, in 
stituted this year by The Associated 
General Contractors of America. 

It was presented at the close of the 
report of the apprenticeship commit 
tee made at the convention in Boston, 
February 28. The award, which is 
intended to give appropriate recogni 
tion to the secretary or manager of an 
A.G.C. chapter or branch who through 
his efforts during the year accom 
plishes the most outstanding job in 
the field of apprentice training, car 
ries a cash prize of $100 and an appro 
priate certificate. 

Establishment of this award was 
approved by the A.G.C.’s Executive 
Committee at its session in Washing 
ton, D. C., July 21, 1950, and a com 
mittee of judges was appointed by 
President Walter L. Couse at the mid 
vear board meeting in Chattanooga 
last September. This board is com 
posed of Chairman R. W. Weitz, Des 
Moines, Iowa, who also is chairman of 
the A.G.C. Apprenticeship Committee ; 
Alvah Libbey, Minneapolis, Minne 
sota; and William Joshua Barney, New 
York City, both 
chairmen. 

The which each . con 
testant is judged consist of 13 items. 
The contestant’s report may elaborate 
on one or more of these items of the 
criteria. Each contestant 
written statement or evidence of his 
activities in the field of apprentice 
training for the year ending December 
31. It must be in the hands of the 
judges by January 15. The contest is 
open to secretaries and managers of 
the 112 A.G.C. affiliated groups. 


former committee 


criteria on 


submits a 
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NOW MADE EVEN MORE DURABLE! 


Over the long years you've seen the loyal performance of 
Fenestra* Steel Windows. You've seen the ruggedness of fine 
steel minimize most maintenance... the strength and 
rigidity stand up under years of use. You've seen the fine 
protection that commercial galvanizing gives steel. 

And now Fenestra’s special galvanizing makes Fenestra 
Windows even more durable. 

We call it special galvanizing because it’s unobtainable 
anywhere else. Fenestra engineers developed a galvanizing 
system specifically for Steel Windows and built a special 
plant around it. 

THE REAL SECRET 

The real secret of the system is that Fenestra galvanizing 
is an integral part of the manufacturing process. 

So get steel-strong windows made to stay new—get 
Fenestra Galvanized Steel Windows. For further informa- 
tion, call your Fenestra Representative (he’s listed in the 
yellow pages of your phone book). Detroit Steel Products 
Company, Dept. C-3, 2253 East Grand Boulevard, Detroit 
11, Michigan. *® 


Steel-Strong Windows made to STAY new 


Fenestra 


HOT-DIP GALVANIZED STEEL WINDOWS 
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These Fenestra Windows in the American Woolen Co 
Lawrence, Mass., were commercially hot-dip galvan 
ized and installed in 1922. They are still in fine shape 


Fenestra’s New Hot-Dip 
Galvanizing Process 


Specially Fabricated Parts. To 
insure proper galvanizing, fabri- 
cation and assembly of window 
parts are especially engineered. 


Hot, Deep-Dip Galvanizing. 
Windows are cleaned, rinsed, 
fluxed, then completely immersed 
in a bath of molten zinc. 


Bonderized Finish. For a per- 
fect finish, windows are Bonder- 
ized, then rinsed. Also provides 
excellent base for paint finish 
when desired. 



























































Intermediate Industrial Residence 





HIGHWAYS-« AIRPORTS 





Bureau of Public Roads Rules 
Against Using Escalator Clause 


® Termination Provisions Favored as Alternative 


® Several States Already Using This Protection 


» REACTION of the 
Public Roads to 
escalator and te 
highway construction contracts is ad 
first 


st cond. 


Bureau of 
proposed USE ot 
rmination clauses in 


verse in. the instance but favor 


able in the 
Commenting on the proposal of an 
eastern highway department to use an 
] steel 


CLAUSe and 
which in 


escalator involving 
1 western department 
cluded steel. other materials and also 


BPR 


month 


in its escalator clause, the 
last 


labor 
issued a statement early 
| 


which dec aired: 


We have always opposed the use 

of escalator clauses where 
federal any addi 

tional that therefrom 
might be contemplated, on the ground 
that they impose indefinite contractual 


participa 


tion with funds in 


costs 


result 


obligations and not only offer oppor 
tunities for and 


ranted 


connivance unwar 
increases but 


and 


price actually 


serve to encourage invite such 
mcreases, 


We realize 
tainty 


that there is 
instability in the price 
it this time, but do not feel 
can approve the use of an 
federal 
tion is contemplated in any increase in 

that have to be paid by 
the state pursuant to clause. 
state 


uncer 
and 
structure 
that we 
esealator clause if participa 
prices may 
such a 
However, if the should desire to 


] ] 
ise an escalator clause and to assume 


uy increased cost therefrom we would 
iterpose no ¢ b je ction. 


Suggests Termination Clause 


However, the statement continues: 
By way of suggestion, instead of an 
consideration might 
appropriate 


deferment or termination of 


| , 
escalator clause 


be given to an clause to 
1uthorize 
the work under contract should condi 
tions require, as 


state 


determined by the 


highway department, which 
should operate to provide a reasonable 
measure of protection both to the state 
and to the ‘ 
This friendly attitude toward a ter 
mination clause reflects the BPR in 
World War 


which said in 


contractor 


during 
1943 


structions issued 
II on June 12, 


part : 


40 


World War Il Policy 
“Where proje cts are 
closed out and the 
before all 


definitely 
contractor released 
items of work included ii 
performed, 


made for th 


his contract have been 


reimbursement will be 


actual items of work performed at 
unit bid prices, or agreed prices wher 
included in th 


be other claims 


no unit prices are 


There 


For instance, if a contrac 


contract may 
prese nted. 
tor has performed avery small 
amount of work, payment at contract 
prices will probably not be sufficient 
in all cases to reimburse him for over 
head, including moving equipment to 
the project and organizing the work. 
In such cases an equitable agreement 
state and the 


probably be 


between vour office, the 


contractor can reached 


covering any additional costs incurred. 


Also of Interest to Highway Contractors 


GENERAL—page 21, CONTROLS—page 23, 
LABOR RELATIONS—page 25, LEGISLATION— 
page 29, CONTRACTS-SPECIFICATIONS—page 
31, A.G.C. REPORT—page 43, ACCIDENT PRE- 
VENTION—page 67. 


“Tn the 


sion of 


of an indefinite exten 
time, the contractor 
fact that he 


substantial benefit from being relieved 


CASt 
must 
recognize the will derive 
of the re quirement to proceed with the 
fulfillment of the 
under conditions which make it 
tically 
and in the 


contract obligation 
prac 
to do so; 


impossible for him 


ease of the cancellation of 
the contract he is entirely freed from 
further 


performance of the contract 


obligation under conditions fraught 


with serious and varied uncertainties.” 
Six States Use Clause 
\t the 


making t of 


present time, six states are 
termination clauses of 
some form in their highway contracts, 
California and Kansas through special 
action of the state legislature and In 
Missouri, Ohio and Oklahoma 
through writing in such provisions in 
their 
ing the matter serious study. 


The 


diana, 
contracts. 


Other states are giv 


attorney general of Texas has 


handed down an opinion that the state 
highway commission is empowered to 
include in highway contracts any mat 
ter which the deems 
state, and that 
such termination clauses fall into that 
category. 


commission 
advantageous to the 


A.G.C. Opposes Escalator Clauses 


At the mid-year board meeting of 
The General Contractors 
of America in Chattanooga last Sep 
tember, it was suggested that material 
pertaining to termination clauses be 
assembled and distributed to A.G.C. 
chapters. At the same time, the as 
sociation went on record as opposing 


Associated 


the use of escalator clauses. 
It is that the Bureau of 
Public Roads will shortly issue a pol 


believed 


icy statement on the points to be cov 
ered in preparation of a satisfactory 
clause for use on road-building con 


tracts. 





Another Highway History 





Val Hart's new book, “The Story of 
Roads” William Sloane 
Associates Ine., New York) traces the 
American highways from 
and 


(American 


history of 
the old 


days down through the 


trails traces of pioneer 
modern ex 


Included 


are descrip 


pressways of the 
in the 
tions of the Pan American Highway, 
destined to link El Paso, Texas with 
Buenos Aires, and the Alaskan or Al 
can Highway, a World War II emer 


geney 


present. 


interesting volume 


which crosses Canada 
and Fort Nelson. to 
Alaska, — the northern 


measure 
via Edmonton 
Fairbanks, 
terminus. 

If she had chosen, Mrs. Hart might 
have called it “The Story of American 
Transportation” because the Erie Ca 
nal, the Mississippi 
the Indian 
“the 
to the 


wagon, horse-and-buggev and the 


{iver steamboats, 
canoe and the coming of 


iron horse’ all added something 
saga of land-traveling covered 
auto 
mobile and truck of today. Consider 
able 


getting 


devoted to the means of 
from here to 


space Is 
there by 
coach, pony and 
to the frontier routes of 
the Santa Fe. Oregon and Old Span 
ish Trails. 


stage 
express conestoga, 


and famous 


Oddly enough, the author pays lit 
tle attention to the history of Amer 
ican toll 
itself. 
another book on that subject. 
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roads, which is a story in 


Perhaps she plans to write 





No matter how you say it 


l¢ Comes Out the Same 


Last Year-This Year—-Next Year 


A motor grader without 

power on the front wheels It’s not in the cards for a 

is like a horse with roller skates grader with rear drive to equal 

on his front feet. the performance of one with 
All-Wheel Drive. 


Don’t handicap your 
horsepower! No grader with 
a dead front end can possibly 
deliver maximum power-at- 


the- blade. 


No two ways about it! Austin-Western’s 


exclusive All-Wheel Drive goes more 


wed 


places...does more things... moves 


f= more material, farther and faster. 


AUSTIN-WESTERN COMPANY, AURORA, ILL., U. S. A, 


() 


? 
ui 
a] 








UNI: FORMS ee 


i, \ soRMins assures * | 
aa — — g Y| Snoqualmie Snowshed, Hyak, Wash. 
= , a nse etn Gaasland Co. 


. ee 
pee aes 


UNI-FORMS Form 95% 


of Concrete on Snoqualmie gi “* } lee eee 
Snowsheds IN RECORD TIME = = py Stennis Genes 


UNI-FORMS guaranteed great savings in time, | 
material and labor on the Snoqualmie Snowshed * 
projects in spite of complex forming requirements. 
The retaining walls and counterforts, portals, 
pads, beams and columns involved countless 
variations and presented a seemingly difficult 
and costly forming problem. 
Universal engineers, assigned to the project 
without cost to the contractors, demonstrated that HZ 
standard UNI-FORMS would handle every form- Reine 
ing requirement. The simplified assembly and easil 
easy handling of UNI-FORMS provided fast erec- Eig 
tion, pouring and stripping cycles to keep the 
job well ahead of Bent ag : WOTE THE 
UNI-FORMS can bring the same savings of CLEAN, SAFE 
material, time and labor to your concrete forming WORKING AREA 
problems. Why not investigate the advantages of 
UNI-FORMS today? Write for the UNI-FORM 
Catalog. There is no obligation. 


Unctveddal tomm came co. 
Form Specialists Since 1972 


General Offices and Factory @ 1236-38 NORTH KOSTNER + CHICAGO 51, ILLINOIS © CApirot 7-1600 
Branch Offices and Warehouses: 
® SAN LEANDRO, CAL. * HOUSTON, TEXAS * EUCLID, OHIO = BALTIMORE, MD. = TAMPA, FLORIDA 
2051-9 Williams St. 2314 Preston Ave. 24901 Lakeland Bivd. 661 S. Monroe St. 4401 W. Cayuga 


* DALLAS, TEXAS ®* SPRINGFIELD, ILL. * NEW YORK, WV. Y. = SWAMPSCOTT, MASS. ® HATO REY, PUERTO RICO 
2175 W. Commerce St. 2522 Poplar Ave. 51 E. 42nd St. 51 Barnstable St. Ave. Munoz Rivera 84—Stop 27% 


Serice Wherever You Guild... Coarst-to- Coast” 
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A. G. C. ANNUAL REPORT 


® To the 32nd Convention, The Associated General Contractors of America, Boston 


By H. E. Foreman, Managing Director 


Purpose of Report 


The purpose of this report is to give an account of the 
principal activities of ‘The Associated General Contrac 
tors of America which have been of benefit to its mem 
bers, the construction industry, and the public. 

The period of time covered is since the association's 
31st annual convention in San Francisco which concluded 
March 2, 1950. 

During the first four months of this period the asso 
ciation was directing its energies toward carrying out 
the peacetime objectives determined by the convention 
and other meetings. 

In the eight months since the invasion-of South Korea, 
emergency conditions brought about by the nation’s 
partial mobilization program have been met as_ they 
have developed. 

The association has been carrying a double work pro- 
gram. Emergencies have been met promptly. At the 
same time, such normal activities as improving contract 
forms and specifications, and representing the general 
contracting industry before government agencies and 
the Congress have become more important to contractors 
and the government. 

The association was founded on November 21, 1918, 
after President Woodrow Wilson had stated the govern 
ment’s need for a national organization through which it 
could make contact with the construction industry during 
war times. 

During World War II, when the construction industry 
completed work valued at more than $49 billion at un 
precedented speeds, the association was of substantial 
help to the government and to the industry in the inter 
change of essential information and the development of 
workable policies. 

During the current period of emergency proclaimed by 
the President, which can last for several years, the asso 
ciation both locally and nationally has a heavy responsi- 
bility in helping the government and the industry so that 
all defense construction and all of the hundreds of other 
construction projects which are needed to keep America 
strong can be constructed with the maximum of speed 


and efficiency. 
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Demands for A.G.C. Service 


Heavier demands are being made each day for services of 
the association by members and by government agencies. 

Government agencies seek information, advice on mak 
ing policies workable, and suggestions for men to sit on 
boards, advisory committees, or to take responsible posi 
tions. 

Members need and seek more information and assist 
ance on the varied problems which arise these days. 

All possible efforts are being made to satisfy the vari 
ous demands. To fulfill them all, however, requires 


adding new facilities while maintaining present activities. 


Ability to Meet Emergencies. The association is 
fortunate in that its officers, directors, division and com 
mittee chairmen, national staff, the staffs of the chapters, 
and others are experienced in general, in meeting emer 
gency situations such as are occurring. 

Association activities which have been carried on for 
many years, such as labor relations, public relations, acci 
dent prevention, apprentice training, developing markets 
for contractors’ services, or relationships with other in 
dustry societies and associations have given the A.G.C. 
a background of accomplishments and experience which 
now are invaluable. 

Prompt action has been taken on emergency problems 
Two days after the President of the United States 
ordered the nation’s mobilization program, the A.G.C 
Committee on National Defense met in Washington with 
executives of appropriate government agencies to discuss 
plans for the most effective use of general contracting 
organizations in the mobilization program 

When the National Production Authority first issued 
its Order M-4 on October 27 to prohibit the commence 
ment of construction projects for amusement, entertain 
ment and recreational purposes, it contained a policy 
statement that construction projects not considered es 
sential might be halted at some future time. 

Within a few hours after the announcement, the A.G.C. 
protested that this policy placed in serious jeopardy all 
projects undertaken after that date. The policy was 


changed within a few days. 
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As soon as the Defense Production Act, which gave 
legal authority for the mobilization program, was en 
acted and became available, the association started its 
series of Defense Bulletins which transmit to chapters 
and others the complete text of regulations and orders 
which are of direct interest to contractors. In most cases 
the documents are in the mail the day the regulation is 
issued. 

Tue Constructor, the National News-Letter and 
multilithed bulletins transmit information to members 
and chapters. 


Increase in Activities. One example of the increase 
in activities of the A.G.C, is shown by statistics on the 
number of projects handled by the mail room. During 
1943——a busy war year—the mail room handled 378 
separate projects. During 1950 the number was 1,576. 
Many others were handled through outside facilities 
when the A.G.C, mail room was overloaded. 

For multilithing and mimeographing more than 1,145,- 
000 sheets of paper were used during the year. 

During January 1950 approximately 6,400 pieces of 
first class mail were sent from the office—not including 
Tue Constructor or the National News-Letter—while 
during January this year the number was approximately 
8,200, an increase of 1,800. 

The volume of telephone calls gives another indication 
of the volume of work at the national office. During 
1950 there were 44,582 incoming or outgoing local calls, 
and 3,216 long distance. During January 1950 the total 
number of calls was 2,907, while in January this year 
there were 4,752. 

The association's program has had the careful con 
sideration of the officers and Executive Committee during 
the year. President Walter L. Couse, Vice-President 
G. W. Maxon, and Secretary-Treasurer William Muir 
head have been in contact with the national office almost 
every day either by personal visit or by telephone. 

The Mid-Year Meeting of the Governing and Advisory 
Boards at Chattanooga, September 11-13, 1950, when 
the mobilization program was beginning to unfold, pro- 
vided an excellent opportunity to shape A.G.C. policy 
for emergency conditions, and to consider problems the 
industry was facing. 

The Executive Committee has held meetings in Wash 
ington on April 28 and 29; on July 20 and 21; on 
December 1; in Mackinac Island, Michigan, on July 4 
and 5; and in Chattanooga, September 10. 

Association officers and staff members have spent as 
much time as possible attending chapter and regional 


meetings to discuss problems with members. 


Change in Election of Directors. An organizational 


change was made last year to provide that each state 
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with a chapter and at least 20 members shall have an 
elected director. The results of the elections have been 
announced, and the directors elected under this system 
will take office at the meeting of the Governing and 
Advisory Boards to be held at the conclusion of this 
convention. 

The Governing Provisions Committee will recommend 
to the convention that the number of members of the 
Advisory Board be increased from 20 to not to exceed 
35 in addition to the past presidents and vice chairmen 
of divisions. 

For 82 years the association has undertaken work of 
benefit to its members, the construction industry, and 
the public. A.G.C. activities have helped to enhance 
the prestige of its members. Government agencies have 
confidence in the integrity of the association and_ its 
members. The association locally and nationally has 
the background of accomplishments and experience so 
that it can be in a position to serve its members and the 


nation better than ever before. 


Chapters and Branches 


The mobilization program has thrown a heavier bur- 
den upon the chapters and branches to meet changing 
conditions which are experienced in their areas. The 
majority are in a strong position to undertake the work. 

As during the past war, the chapters have the task of 
adapting national policies to the conditions existing on 
projects in their areas, and of supplying information 
about industry conditions so that appropriate recommen- 
dations can be made for sound national policies by gov- 
ernmental agencies. 

During the past year the whole association grew from 
5,511 memberships in 108 chapters on January 1, 1950, 
to 5,777 memberships in 112 chapters the first of this 


year. 


New Chapters. New chapters added during the year 
were the Central Louisiana Chapter, Alexandria; Rio 
Grande Valley Chapter, Harlingen, Texas; Northeastern 
Louisiana Constructors Association, Monroe; and The 
Associated General Contractors of North Dakota, Fargo. 

More than half the chapters gained in membership. 
In many other cases, substantially all eligible contractors 
in the area already were A.G.C. members. 

In this report it is impossible to list the outstanding 
accomplishments of the chapters and branches. It can 
only be noted that the majority each year do more effec- 


tive work for their members. 
Secretaries’ and Managers’ Council. The work of 
the A.G.C. Secretaries’ and Managers’ Council has been 


an increasingly important factor in successful chapter 
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management and a source of closer liaison between the 
national association and the chapters. It holds day- 
long meetings at time of board meetings and annual con 
ventions. 

At this convention the customary breakfast for the 
presidents of chapters and the national association will 


afford the opportunity for discussion of mutual problems. 


Mobilizing for a 
Stronger America 


In any partial or total mobilization plans the general 
contracting industry and the A.G.C. have several im 
portant tasks. 

General contractors have to construct, repair and re 
habilitate defense installations, production facilities, and 
all of the physical facilities of the nation which are 
essential to civilian activities. 

They also need to supply skilled men to the armed 
services. It may become necessary for them to take an 
important part in civil defense activities such as clear 
ing wreckage and restoring essential facilities to use. 

The association locally and nationally needs to act as 
the liaison agency between the industry and the govern 
ment so that all construction needs are carried out with 


the maximum of speed and economy. 


Mobilization Program. The purpose of the nation’s 
mobilization program is to make the nation stronger in 
a military way for its defense and so that it can help its 
allies to resist armed aggression wherever it may break 
out in the world. 

An integral part of the program is to make the nation’s 
entire economy stronger so that it can support the 
security measures on which the country has embarked. 

The mobilization program is of great magnitude and 
complexity. Its administration is made more difficult 
because the nation is not involved in a major war to 
which all efforts should be directed to winning as soon 
as possible, but is faced with a series of unknown dangers 
against which we must be prepared for an undetermined 
number of years. 

Because the mobilization program can be expected 
to extend over many years, it is particularly important 
that it is conducted so that the nation’s entire economy 


is strengthened to carry the extra burden indefinitely. 


Balanced Construction Program. General con- 
tractors through their daily work gain an understand- 
ing of the need for construction projects of many kinds 
for the growth and development of our communities and 
the nation. They understand that it takes a balanced 
program of defense and civilian construction to make 


America stronger. 
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They also understand how essential construction is 
to the national defense through their work during 
World War IT when projects of unprecedented size and 
complexity had to be completed before other parts of 
the war effort could proceed. Contractors not only 
completed their work on schedule, but also engaged in 
various other kinds of war production. Men from the 
industry joined the armed forces and helped to develop 
a fast moving type of warfare which was successful. 

A part of the mobilization program has been to cur 
tail the volume of new construction undertaken. This 
has been done through NPA Order M-4, through re- 
striction on real estate credit by Regulation X of the 
Federal Reserve Board and companion regulations of 
government lending agencies and by executive actions 
to restrict the amount of non-defense federal public 
works. 

On most of these actions the construction industry 
has been consulted through advisory committees. They 
have agreed that certain types of projects can be post- 
poned to conserve materials for defense needs. 

At some time in the near future, it is logical to as 
sume that the commencement of other types of con 
struction projects will be prohibited, or that a system 
will be adopted whereby each new project requires ap- 
proval before it can be commenced. Official decisions 
on exactly what action will be taken and the timing 
have not yet been made. 

As the controls are tightened over construction, it be- 
comes more important that official consideration be given 
to the needs of the civilian economy for essential proj 
ects so that its strength can be maintained and developed 
to carry the defense burden. 

Also, military requirements make heavy demands on 
the production of construction machinery and equip- 
ment and repair parts. These requirements now are 
creating increasing shortages in the supply for contrac- 
tors. It is important that official consideration be given 
to the needs of contractors who will be undertaking 
projects essential both to defense and the civilian 


economy. 


Mobilizatian Program Complex. The many com 
plexities of the mobilization program make it difficult to 
secure a clear understanding of all its ramifications. 
The officers, national staff, and others in the associa 
tion are kept hard at work to keep abreast of all new 
developments. 

Fortunately, most of the government executives di 
rectly in charge of parts of the program relating to 
construction are familiar with the industry, had ex 
perience during the last war in construction controls, 
know the A.G.C., and have respect for the recommenda- 
tions it makes. A number of them will address this 


convention and will answer questions 
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A.G.C. Role in Mobilization. The aim of the A.G.C. 
has been to consult with the officers and others in the 
association so that the best possible recommendations 
can be made to government agencies on policies and 
procedures which will make most effective use of gen 
eral contractors. It has been part of the A.G.C. policy 
that contractors can operate most effectively when their 
organizations are kept intact and they can operate in 
as nearly a normal manner as possible. 

As the volume of defense construction and produc 
tion increases, it appears inevitable that contractors will 
find it more difficult to obtain materials for non-essential 
projects. This, undoubtedly, will work hardships on 
some contractors, but the A.G.C. will do all possible 
to he Ip. 

When a plan is adopted for the control of critical 
materials, contractors may experience less difficulty in 
securing materials for approved projects. 

So far, only stop-gap price and wage controls have 
been put into effect, and a manpower control program 
has not yet been started. During World War II gen 
eral contractors were subjected to attempts to impose 
unworkable price ceilings on construction operations 
As the price control program develops, the A.G.C. will 
need to represent the industry before the government 
agency. Wage and manpower controls will be dis 
cussed in a subsequent section. 

An important part of A.G.C. work in the future will 
be to consult with the appropriate government agencies 
and make recommendations to the end that the controls 


over the industry which are necessary are workable. 


Most Effective Use of 
General Contractors 


Experience during war and peace times has demon 
strated that maximum speed and efficiency are attained 
when construction is executed through the normal chan 
nels of the industry. 

In the mobilization program, the association is con- 
tinuing its basic work of exploring the possibilities for 
the services of general contractors, and seeking the con 
ditions under which they can operate most effectively. 

During 1950 the construction industry established an 
all-time record of nearly $28 billion in new construction 
put-in-place, and about $814 billion in maintenance and 
repair operations. 

Only a small portion of this was direct defense con- 
struction. Until the mobilization program started, the 
outstanding characteristic of the industry was the intense 
competition which was prevailing between contractors 
for the new work coming on the market. This competi- 
tion assured the public the maximum value for its invest 


ment in construction. 
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1951 Volume Uncertain. There is uncertainty now 
about the ultimate total volume of construction for 1951, 
The decisions to be made in the mobilization program 
and the availability of materials will be the principal 
limiting factors. With contractors completing work 
on existing contracts, there appears to be a continuation 
of the intense competition between contractors for the 
smaller number of projects now coming on the market. 
There is reason to believe that this competition will pre- 
vail, so that defense and other essential construction 
will be constructed with economy. 

The A.G.C. Committee on National Defense and the 
Governing and Advisory Boards last year both recom- 
mended that all defense construction be carried out 
through the normal channels of the industry, and that 
fixed price contracts be awarded after competitive bid 
ding wherever practicable in the continental United 
States and its territories. 

During the past eight months the national association 
has sent to chapters information on the procedures con- 
tractors should follow in seeking defense contracts. It 
has distributed addresses of field offices awarding con- 
tracts, samples of forms to be filed, and all available 
information on contract procedures. It will continue 


to distribute any new information. 


Civil Defense Program. Discussions have been held 
with all defense agencies on the use of general con- 
tractors in their construction programs. When the 
civil defense program has developed further, a large 
amount of bomb shelter construction will be inaugurated 
by the Federal Civil Defense Administration in coop- 
eration with state and local authorities. The A.G.C. has 
held preliminary discussions on this program with 
the FCDA. 

The possibility of enemy attacks upon the United 
States makes the planning for a civil defense program 
necessary. For a year the A.G.C. has been in con- 
sultation with the FCDA and its predecessor organi- 
zations on the ways of mobilizing general contractors 
most effectively for this purpose. A report has been 


presented to the government and to A.G.C. chapters. 


Separate Contracts. Last year some of the national 
associations of specialty contractors started programs 
directed toward state and possibly federal legislation 
to require the award of separate contracts for parts of 
building construction projects. The A.G.C. declined 
to explore the possibilities of compromise legislation on 
the grounds that this was not a subject for legislation 
but one for settlement within the industry. 

In July the association published the booklet, Un- 
divided Responsibility — Key to Lower Construction 
Costs, which stated tersely the advantages to the owner 
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LESS . 
TIME 
guuT-DOWN 

DUE TO 
ADVERSE WEATHER 
WITH THE 


When a sudden rain sends your road crew to shelter 
— you can start up your mixing operations again 


hours sooner if you have a SEAMAN. 


Those are just some of the advantages of a multiple 


‘hy? Because the SEAMAN'’S aerating action . 
why , ' “ dicen pass machine. You can operate — you can complete 


quickly removes excess moisture by accelerating . ‘? me 
l y ahs _— the job even when conditions are unfavorable. That 


evaporation. Wet aggregates are readily dehydrated . - : 
E BEI y y means a lot in terms of profit and the avoidance of 


and a mix affected by adverse weather can be easily costly shut-downs 


re-processed. 
Spring and autumn months are notorious for bad 


Mixing can be continued through colder weather, weather. Protect yourself — with a SEAMAN. 


too, for even though the binder is sluggish in flow, 


a 
a few additional low cost passes with the SEAMAN The 1951 edition of “Soil Stabilization — 
. P ‘ , Methods”— completely revised. Up-t 
will bring the mix to the required standard. And, oe sce tem — 
the-minute information for the road- 


even in normal processing the SEAMAN is invalu- builder. Send for it now. Ask for 


able for reduction of solvents in a bituminous mix. Bulletin 25. 


The SEAMAN multiple pass method protects against processing The SEAMAN TRAV-L-PLANT is a complete processing unit for bitumi- 
failure when, due to bad weather or soils which resist pulveriza- nous construction, soil-cement or any stabilization where water is em- 
tion, additional trips are needed. Further, multiple passes permit ployed. In addition to epee | bar, ‘pump, pump tachometer, fifth wheel 
cross-mixing to blend out “‘lean"’ and ‘‘fat"’ spots. and intake hose, all stand t—the SEAMAN TRAV-L-PLANT 


Pp 


can be equipped with a etatee to record total gallonage used. 


SEAMAN 


MOTORS, INC. 


276 N. 25th Street 
Milwaukee 3, Wis. 
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PULLING A 17-YARD SCRAPER, the TD-24 moves 
more paydirt in a faster time cycle to keep Highum and 
Wondra ahead of the contract time clause on Minnesota 
State Aid Road Number 9, near Clinton Falls, Minnesota 


IT’S "THE CHAMP" the big red International TD-24 

and here’s what R. E. Highum says about it: “The easy 
quick-starting engine gets our equipment working sooner 
each day. Over a period of time that means a lot more 
profit for us. Economy in fuel, lubrication, and repairs is 
good. International parts delivery and service are tops.” 





Up in the land of ten thousand lakes, the International TD-24 is 
doing a job of moving paydirt that would make any contractor sit 
up and take notice. 

# Highum and Wondra, Blooming Prairie, Minnesota, on a state 


road improvement contract, are a hundred percent for Interna- 
tional—and here’s why: 


The TD-24 on the job rolled up 1,500 hours its first year with 
no downtime and not a cent for repairs. 

Quick, all-weather starting—with International's exclusive 
push-button, gasoline-conversion starting system—gets 
equipment working sooner each day—doubly important 


where the snow flies early and stays late. 


TD-24 hauls a bigger payload with a shorter time cycle— 


does more work with more speed. 

Synchromesh transmission—you shift on-the-go.” 

Planet Power steering with finger-tip control for pivot turns, 
feathered turns, turns with power on both tracks. 


Reserve engine torque control—gives more lugging ability 
and increased drawbar pull for overloads. 


Power—TD-24 delivers 148 maximum horsepower at the 
or e drawbar. 


Ask the superintendents and the “skinners” on any TD-24 job. 


Ask to take the controls yourself. Then let your International 
ace 0 Industrial Distributor show you what’s in the TD-24 for you. 
You'll be a TD-24 man from then on in. 


Minnesota INTERNATIONAL HARVESTER COMPANY, CHICAGO 1, ILLINOIS 


How one contractor 
closes the work-gap 
with the TD-24 


Fa - iad 
INTERNATIONAL CRAWLERS MAKE SNOW TRAPS — deep snow ditches to keep the highway 
from drifting over in winter. A TD-9 and two TD-18’s are on this job. One TD-18 has 4,500 hours 
in three years, the other has 9,600 hours in four years! 


INTERNATIONAL 


POWER THAT PAYS 





INTERNATIONAL 
HARVESTER 


— 














GREATER PERFORMANCE ON LESS FUEL! 


Barnes Self-Priming Centrifugals deliver not 1,000 — 
not 10,000 — but 33,000 gallons of water for each 
gallon of gas used. That’s equal to 44% railroad tank 
cars filled and overflowing! That’s pumping economy 
unmatched! 


i « QUICKER PRIMING! 


Barnes Self-Priming Centrifugals will prime with pump 
body filled as low as 3 normal water level. And this 
= NWS surer, faster priming is yours without a loss in pump 


) 
s=— efficiency due to recirculation! 


MORE YEARS OF WORK! FROM 3,000 TO 90,000 G.P.H. 
Barnes Centrifugals are really built! Heavy duty body! CHOICE OF ELECTRIC, 
Heavy duty non-clogging impeller. Life-time Super DIESEL, GASOLINE, 
Seal with case hardened bearing surfaces! They assure OR PULLEY DRIVE 


trouble-free service on job after job — year after year! 





FOUNDED 1805 
MANUFACTURING CO. 
MANSFIELD, OHIO 
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of awarding one general contract for the construction 
of a project to an experienced and competent general 
contractor. Subsequently, an advertisement based upon 
the booklet was published in several magazines of na 
tional circulation. 

Both locally and nationally this has been used as a 
companion to the booklet, The Contract Method of Con- 
struction Safeguards Public Funds, which states the 
advantages to the public of public works construction 


through the normal channels of the industry. 


Contracts and Specifications 


Study directed toward improved peacetime contract 
documents, specifications, and administrative proce 
dures has continued while consideration has been given 
to emergency contract needs. 

The A.G.C, has recommended use of fixed price con 
tracts whenever practicable in the defense program. 
On government construction a few cost-plus-a-fixed-fee 
contracts have been awarded, but the majority of the 
work is let on a fixed price basis. In some instances 
public advertising has been discarded with the bidding 
limited to a few contractors. 

Contrary to the World War II policy of awarding 
most war contracts in Washington, government agencies 
now are awarding most defense contracts in field offices 
The Department of Defense is preparing equipment 


rental schedules, which the association will review. 


War Powers Act Revived. Legislation recently re 
vived the First War Powers Act of 1941 and gave the 
President the right to authorize agencies to revise con- 
tracts under such regulations as he shall prescribe 
It is not known to what extent this authority will be 
used with respect to construction contracts. 

Some of the states have started to insert termination 
clauses, particularly in highway contracts, but this 
practice has not yet become general. Consideration has 
been given to use of escalator clauses, but their use on 
federal contracts is rare. 

Activity in revising the U. S. Standard Form No. 23 
apparently has slowed to a practical halt. After two 
years of work, government and industry representa- 
tives had been getting close to an agreement on the 
revised standard government contract. No prediction 
can be made on when revision of the document will be 


completed. 


Work of Committee. Subcommittees of the Contract 
Forms and Specifications Committee have continued their 
activities. The one on private architectural contract 
forms is submitting its recommendations on the lump 
sum and fixed fee forms of the American Institute of 


Architects to its committee on contract documents. In 
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the early part of this year joint meetings are antici 
pated to complete the revisions 

A proposed Circular of Information, designed to 
clarify and augment the insurance provisions in A.I.A. 
standard documents, is being studied by A.G.C. com 
mittees. 

A subcommittee has made extensive studies of private 
engineering contract forms, and has submitted a draft 
of its recommendations to a committee of the American 
Society of Civil Engineers 

The A.G.C. task unit on Corps of Engineers specifica 
tions met last year with the Corps, and a number of 
its recommendations have been adopted. The changes 
have helped contractors and benefitted the government. 

Conferences have been continued by the Bureau of 
teclamation task unit and the Bureau. No new changes 
were recommended last year, but more cordial engineer 
contractor re lationships have been established. 

Work will be continued on both peacetime objectives 


and such activities as emergency conditions require. 


Machinery and Equipment 


The immediate outlook is for increasing shortages of 
construction machine rv, equi} ment and repair parts 
for the industry. 

Military purchases are being contemplated which 
would take a substantial part of, if not all, production 
of some sizes of earth-moving machinery and other 
items. Production of many items is now below capacity 
because manufacturers cannot secure adequate supplies 
of alloys. 

The need is becoming evident for serious considera 
tion of defense and other essential needs for construc 
tion equipment aside from military purposes While 
Defense Order ratings can be made available for mate 
rials for defense projects, suc h ratings cannot be issued 
for securing equipment If new equipment cannot b 
made available to contractors on defense and other 
essential projects, some provision will be needed so that 
they can obtain necessary repair parts 

The A.G.C, is undertaking to secure information on 
the equipment needs of contractors for presentation to 
the government. 

Good relationships are being maintained between the 
A.G.C, and the equipment manufacturing and distribut 
ing industries through joint cooperative committees main 
tained with the Construction Industry Manufacturers 
\ssociation and the Associated Equipment Distributors. 

Important work is being done on the standardization 
of sizes and capacities and the improvement of ma 
chinery through the Mixer Manufacturers’ Bureau and 
the Contractors’ Pump Bureau, both of which are affili 


ated with the A.G.C. 
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Labor Relations 


Developments in the mobilization program have required 
the A.G.C. to intensify some current labor relations 
activities and undertake new ones. 

Prior to issuance of the stop-gap General Wage Stabi 
lization Regulation 1 on January 26, steps were being 
taken by the A.G.C. and others toward adoption of a 
workable plan to administer the national wage stabiliza- 
tion policy in the construction industry. 

The Economic Stabilization Administrator issued the 
general regulation after the Wage Stabilization Board 
had held conferences in mid-January with representa 
tives of organized labor and industry associations. A.G.C. 
representatives were part of the delegations of both the 
Chamber of Commerce of the United States and the 
National Association of Manufacturers. 

From time to time the wage board is expected to 
issue a series of orders, interpretations, and procedural 
regulations supplementing the general wage stabilization 
regulation 

Experiences of World War II demonstrated the neces- 
sity of having a board such as the former Wage Adjust- 
ment Board to administer the national policy in the 
construction industry. 

Preparatory to the establishment of such a board, the 
A.G.C., other industry associations, labor and govern 
ment representatives have discussed tentative plans to 
stabilize wage and working conditions in the industry 
to apply to all kinds of construction, both for defense 
and civilian purposes 

Proposals of the Building and Construction Trades 
Department of the American Federation of Labor form 
the basis for the plan. Its executive council has dis- 
cussed the plans with representatives of the A.G.C. and 
national associations of specialty contractors. Explora- 
tory conferences have been held with the Wage Stabili 
zation Board. 

At some time which cannot be predicted accurately, a 
construction wage stabilization board is expected to be 
established which will be composed of public, labor and 
industry representatives 

Providing information to members of the board on 
pending cases, and providing information to A.G.C, 
members and chapters on cases and decisions un 
doubtedly will become an important A.G.C. activity. 
The association also will have the responsibility to pro 


vide some of the industry members for the board. 


Jurisdictional Board. Operations of such a wage 
stabilization board are expected to have no effect on the 
National Joint Board for the Settlement of Jurisdic- 
tional Disputes. The latter part of 1949 the procedures 
of this board were revised and its work became more 
effective. Because of the board’s work there has been 
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an almost complete absence of stoppages of work caused 
by jurisdictional disputes. Two A.G.C, representatives 


have been members of the board. 


Taft-Hartley Act. The principal difficulty which con 
tractors have experienced under the Labor-Manage- 
ment Relations Act has been the legality of recognizing 
or refusing to recognize unions for collective bargaining 
purposes in the absence of elections. No satisfactory 
way has been found of holding elections in the industry 
where all employers draw from pools of union labor, and 
the National Labor Relations Board has adopted the 
position that it cannot as yet solve the problem admin- 
istratively. 

The probabilities of amending the act are unknown. 
Congress is likely to want labor-industry agreement on 
proposed amendments. The past attitude of organized 
labor has been to seek complete repeal of the act, 
rather than amendment. 

The A.G.C, will continue to seek some remedy for the 
difficulties contractors experience, and clarification of 
how the act will be administered in the construction 


industry. 


Davis-Bacon Act. An increase in the number of de 
fense contracts means an increase in the number of 
predeterminations of prevailing wage rates by the Secre- 
tary of Labor. 

A continuing A.G.C. project has been to send notices 
and complete information on wage predeterminations to 
\.G.C, chapters. When the Secretary of Labor proposed 
new regulations after a government reorganization had 
given his department the enforcement of the Davis- 
Bacon Act, the A.G.C, protested a number of provisions, 
particularly one which would have permitted changing 
minimum wage rates after bids for the project had 
been received. The provisions objected to have not 


been issued. 


Government Contacts. Contacts have been main- 
tained with the labor advisors of all the principal govern- 
ment contracting agencies, and consultations have been 
held on various problems which have arisen. The asso- 
ciation has been helpful to a number of members and 


chapters on various cases, 


Union Contacts. Contacts also have been maintained 
with the international unions and the Building and Con- 
struction Trades Department. These contacts enable the 
association to be helpful to members or chapters having 
problems with various unions. 

With national wage stabilization controls being put 
into effect, it is inevitable that the national association 
will have to increase its labor relations activities, and 
maintain the closest contacts with chapters on problems 
of their members. 
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MULTI-USE. Gives lowest cost 
per foot of hole when full in- 
crements of drill steel can be 
drilled and when control and re- 
conditioning of bits are correct. 


Luly, KEIN ® 


CARBIDE INSERT. For drilling 
extremely hard and abrasive 
ground, small holes, extra deep 
holes. Holes go down faster, 
bit reconditioning is simplified. 


ONE-USE “SPIRALOCK”: To 
use where reconditioning is not 
feasible. Gives lowest unit cost. 
“Spiralock”’ union holds bit on de- 
pendably, permits easy removal. 


ONLY THE TIMKEN 





COMPANY OFFERS 


All 3 rock bit types... 


A complete Rock Bit Engineering Service 


No matter which type of removable rock bit is best for 
your particular job, you can get it from the Timken Com- 
pany! For only the Timken Company makes all three rock 
bit types— multi-use, carbide insert, and one-use “‘Spira- 
lock”. And only the Timken Company can offer you the 
world’s largest field engineering organization devoted 
exclusively to rock bit problems. 


Our Rock Bit Engineers have more than 18 years of 
field and laboratory experience behind them, and with 


your best bet for the best bit 
... for every job 
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all three rock bit types to choose from, they'll help 
you make an unbiased selection of the one best bit for 
your job. 


Whether you're looking for lowest bit cost, lowest cost 
per foot drilled, greatest possible drilling speed, or any 
other desired advantage, call on us to get the kind of bit 
performance you're after. For information and help, 
contact The Timken Roller Bearing Company, Rock Bit 
Division, Canton 6, Ohio. Cable address: “TIMROSCO”,. 


FREE BOOKLET! Packed with helpful 
information. Shows full line of bits 
with detailed descriptions. Write 
The Timken Roller Bearing Company, 
Rock Bit Division, Canton 6, Obio. 
Cable address: ““TIMROSCO”. 





Better for structural work 


The greater plasticity of Duraplastic 
concrete mixes aids proper placement and 
results in improved surface appearance. 
An air-entraining portland cement, 
Duraplastic requires less water for a 
given slump. It has proved advantageous 


for all types of structural concrete. 





Makes more durable concrete 


Because water gain and segregation are 
minimized by Duraplastic’s air-entraining 
feature, the resulting concrete is fortified 
against the effects of freezing-thawing 
weather. (Left, Administration Building, 
McLaughlin Field, Hot Springs, Ark. 
Architects: Erhart, Eichenbaum 

and Rauch, Little Rock: contractors, 
Peterson & McFadyen, Little Rock.) 





GS YET DURAPLASTIC* COSTS NO MORE 


It sells at the same price as regular cement and 


requires no unusual changes in procedure. Complies 
with ASTM and Federal Specifications, For descrip- 
tive booklet, write Universal Atlas Cement Com- 
pany (United States Steel Corporation Subsidiary), 


OFFICES: 100 Park Avenue, New York 17, N. Y. 
Day } 
sia : , — **Duraplastic”’ is the registered trade mark of the air-entraining 

1 cement manufactured by Universal Atlas Cement Company. 


St DURAPLASTIC 


AIR-ENTRAINING PORTLAND CEMENT 














Makes Better Concrete at No Extra Cost 
THE THEATRE GUILD ON THE AIR”—Sponsored by U.S. Steel Subsidiaries—Sunday Evenings—NBC Network 
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Accident Prevention Saves Money 


Effective accident prevention measures prevent injury 
and death on construction projects, and save money for 
the contractor. Each year there is evidence that more 
A.G.C. members are adopting sound safety practices 

Last year 69 per cent more contractors finished in 
the association’s accident prevention contests than dur 
ing the previous year. Each of the contestants has been 
given a tabulation of all participants so that he can 
compare his record with others. Each contestant is 


identified by a key number known only to himself. 


National Contests. Contests are held in the building, 
highway and heavy construction divisions. Awards are 
given to those with the best records for the past year, 
the past five years, and the past ten years. The awards 
to first place winners will be presented at the convention 

The Accident Prevention Committee has promulgated 
a ten-point program which points the way to safer and 
less costly construction operations, better morale on 
the job, and better public relations. 

Last year the association opposed legislation to estab 
lish a federal accident prevention bureau on the grounds 
that voluntary safety programs can be more effective 
and less costly than those required by law. 

The A.G.C. has continued to cooperate with other 
organizations in the field of accident prevention. Asso 
ciation representatives are active in work of the Na- 
tional Safety Council, and the safety director is now 
general chairman of the Construction Section of the 
Council. 

Representatives participated in the President's Con- 
ference on Industrial Safety and in various governors’ 
conferences. 

A new joint cooperative committee has been estab- 
lished with the national associations representing work 
men’s compensation insurance carriers, which will hold a 
meeting just prior to this convention. 

In order to build closer relations within the A.G.C. 
itself, a liaison committee has been established between 
the Secretaries’ and Managers’ Council and the Accident 
Prevention Committee. 

The Manual of Accident Prevention in Construction, 
published by the association, has widespread usage in 


providing practical suggestions on safe operations. 


Building construction has suffered most from govern- 
ment actions to control real estate credit and prohibit 
the commencement of new projects, but much of the 
loss in volume will be offset by new defense projects and 
facilities to increase productive capacity. 


A.G.C, members have been on advisory committees 
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which were consulted by the government before restric 
tive actions were taken. 

The A.G.C. is seeking establishment of local admin 
istrators to expedite action on petitions for permission 
to commence classes of projects which are or may be 
subject to restrictions. 

The initial emphasis in defense construction has been 
on rehabilitation and expansion of existing installations, 
although new installations are being considered. A big 
upsurge in construction of productive facilities is ex 
pected. The majority of defense contracts are being 
awarded by field offices of the Corps of Engineers and 
the Bureau of Yards and Docks, where contractors 
should file their qualifications. 

The association has consulted with defense agencies 
on the benefit to the government of awarding general 
contracts for the projects, which is the policy of most 


agencies. 


Separate Contracts. [ast year when some of the 
national associations of specialty contractors were un 
dertaking campaigns for the award of separate contracts 
for portions of building projects, the association took 
several actions. 

It made a survey of members and chapters to secure 
information on the extent to which separate contracts 
were awarded and the difficulties which were encountered. 
It published the booklet, Undivided Responsibility 
Key to Lower Construction Costs, to explain the advan 
tages to the owner of awarding one general contract. 
It published an advertisement based upon the booklet 
in magazines of national circulation. 

An important part of the association's work is in 
cooperating with the American Institute of Architects 
in the development of improved contract documents, 
bidding procedures, award of general contracts, and other 
matters of mutual interest. This is done through the 
national joint cooperative committee and other com 
mittees. 

The latest cooperative committee meeting considered 
such subjects as excessive use of alternate bids, pay 
ments to subcontractors, modification of A.I.A. standard 
contract forms, shop drawings, relationships between 
general and specialty contractors, and means of im- 
proving relationships between architects and contractors 

Another A.G.C. committee also has been giving study 
to the A.I.A. contract forms. Other committees of the 
A.G.C, and A.I.A. are considering improvements to th 
Suggested Guide to Bidding Procedure, previously de 
veloped by both organizations and now in its fourth 
printing. 

Many of the chapters have established joint com 
mittees with A.I.A. chapters, and are accomplishing 


beneficial work. 
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Apprentice Training. As a stimulus to development 
of good local apprentice training programs, the asso 
ciation at this convention will present for the first time 
an award to the chapter manager with the best chapter 
program. 

While the need continues for local apprentice training 
programs, a survey conducted last vear did not disclose 
the need for review of the national apprenticeship 
standards. During the year a National Joint Cement 
Finishers Apprenticeship Committee was established 
between the A.G.C. and the Operative Plasterers and 
Cement Finishers International Association. 

Some of the chapters have stimulated their programs 
by well-planned graduation exercises and other events 


which give recognition to the apprentices. 


Highway and Airport Construction 


The mobilization program accentuates the need for a 
substantial volume of highway construction. 

The volume of new construction since 1944 has not 
been sufficient to fulfill all the needs caused by the 
deterioration of highways during the war, the cessa- 
tion of new construction for several years, and in 
creased traffic demands since that time. The principal 
highways will have heavy usage during the mobilization 
program. 

America’s highways are more obsolete now for current 
needs than they were 10 years ago, and this is a time 
when a modern highway system could be of great value 
to the defense program. 

10-Year Program Required. Authorities in the 
Bureau of Public Roads and American Association of 
State Highway Officials have estimated that the nation 
requires a 10-year highway construction program at a 
rate not less than the $1.5 billion program of 1950 if 
the nation is not to fall farther behind in replacing 
essential highways as they deteriorate. 

The A.G.C. has cooperated with committees of Con- 
gress, the Bureau of Public Roads, and the A.A.S.H.O. 
in calling these needs to public attention. 

Last year when Congress was considering the federal 
aid highway act which now authorizes $594 million in 
federal funds for highway construction this year and 
next, the A.G.C. testified before House and Senate com- 
mittees on the importance of highways, the value of 
long-range plans, and the capacity of highway con- 


tractors to execute the program efficiently. 


Joint Committee. During the past year meetings 
have been held of the Joint Cooperative Committee of 
the A.A.S.H.O. and the A.G.C. at the annual A.A.S.H.O. 
meeting, and at Chicago, Louisville and Reno in connec- 


tion with regional highway meetings. Another meeting 
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will be held in connection with this convention. Next 
month other meetings will be held in Atlantic City and 
Chicago at regional highway meetings. 

Progress has been made on such projects as more 
comprehensive long-range plans, increased volume of 
maintenance by contract, prompter pay for contractors 
on work completed, improved specifications and award- 
ing procedures, better public relations for highway de- 
partments and contractors, and means of better edu- 
cating the public on the value of highway transportation 
and the need for highway construction. 

Discussion has been given to emergency termination 
clauses in highway department contracts which have led 
to their adoption in several states. Others are expected 
to use them soon. 

Earlier this month the Bureau of Public Roads issued 
a policy, transmitted to A.G.C, chapters, that it did not 
favor the use of escalator clauses, but would not oppose 
their use if states assumed all increased costs that might 
arise from their use. The Bureau stated it preferred 


terminating the work if conditions make this desirable. 


Airport Construction. Airport construction under 
the Federal Airport Act has been limited this year to 
the projects most essential to national defense. Last 
year the association testified before Congress in support 
of a bill which has been enacted to extend the act five 
more years until 1958. The work has been done 97 
per cent by contract. 

The Joint Cooperative Committee of the National 
Association of State Aviation Officials and the A.G.C. 
has continued to work on simplification of contract forms 
and specifications, simplification of federal record-keep- 
ing requirements, prompt payments to contractors, and 
a study of sources of local matching funds. 

Contact has been maintained with the Rural Electri- 
fication Administration and Soil Conservation Service on 
use of contractors in the construction programs they 


administer. 


Heavy and Railroad Construction 


A substantial volume of heavy construction is likely this 
year with emphasis shifting from normal public works 
to defense construction. 

Reclamation construction is likely to fall off about 
30 per cent. The volume of flood control and rivers and 
harbors work should not be cut as much unless Congress 
takes more drastic action than is expected. 

The volume of defense construction will not be known 
until the President sends his requests for funds to Con- 


gress and appropriations are made. 


More Negotiated Contracts. One result of an in- 
crease in the volume of defense construction is expected 


to be use of more negotiated contracts. Contracting 
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A balanced program of essential 





construction... defense and civilian... 


is necessarv to build a stronger America. 


The Construction Industry has 
the capacity to perform both .... 


immediately, efficiently, economically! 


In these critical times, the traditional e Design and construction through the 


te : , normal channels of the industry. 
principles of Construction Industry oper- = = ; 


: ° e Centralized responsibility through the 
ations assure the taxpayer and the private ; , , 
award of a single overall contract. 
buyer full value for their dollar investec . . . 
‘ ; e@ Selection of a general contractor of 


in construction: proven Skill, Responsibility, Integrity. 


The ASSOCIATED GENERAL CONTRACTORS of AMERICA, Inc. 


Representing More Than 5,800 of the Nation’s Leading General Contracting Firms Engaged in the 
Construction of Buildings, Highways, Railroads, Airports, Public Works 
NATIONAL HEADQUARTERS, MUNSEY BUILDING, WASHINGTON 4, D.C 
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Follow this 
Flow of Material 


to PROFIT 


\ife bearing: 
rive through 
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ts choice © 
3 power units: 


or optional: 


+ optional: 


MORE FOR YOUR MONEY 


witH UNIVERSAL “sTREAM-FLO” ENGINEERING 


UNIVERSAL’S “Scalping Deck” method of screening 
assures more effective screening, faster material flow. 
The heavy top “scalping deck” protects the finish deck 
from materials too large for the rolls and permits the 
lower screening area to be fully utilized. The screen 
is mounted at an incline giving faster separation for 
higher capacity, better gradation for meeting the 
most exacting specifications. No screenable material 
is carried over to choke the crushers. Material too 
large for the rolls is scalped to the jaw crusher. Only 
sized material goes to the rolls. This means greater 
capacity, less jaw and roll wear, lower horsepower 
requirements. 

Only UNIVERSAL offers the superior advantages of 
“Stream-Flo” Engineering to give you more for your 
money in performance, in economy ...in more tons 
per hour at less cost per ton. With all their extra 
value you don’t pay a premium for a UNIVERSAL 
Gravelmaster. Made in 4 sizes with capacities up to 
200 yards of -1” per hour. Investigate now. Write 
for complete details. 


UNIVERSAL ENGINEERING CORP., division of PETTIBONE MULLIKEN CORP. 


331 8th St. N.W., Cedar Rapids, lowa 
Phone 7105 


CGA RL) 0 1 


| Hommermit Materal Car Unloaders Clamshell 
Loaders Conveyors Buckets —Dippers 


\ RMILL 


4700 W. Division St., CHICAGO 51, ILL. 
Phone SP aulding 2-9300 


Oregh ‘ edloader 
cae 7 Spe T* Portable Batch — Rock, Gravel, Lime Crushing: / 
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officers are required to conduct the negotiations so that 
there will be free and open competition from all sources 
qualified and willing to undertake the work, but formal 
advertising may not be used. 

Both the Army Corps of Engineers and the Navy 
Bureau of Yards and Docks have delegated to division 
and district officers or district public works officers 
greater authority to award contracts. Contrary to the 
policy followed during World War II, most of the 
contracts are now being awarded by field offices. In- 
formation on filing qualifications with field offices has 
been sent to A.G.C. chapters. 

The task unit on Corps of Engineers specifications 
met last year with the Corps to recommend improve- 
ments in the specifications of benefit to contractors and 
the government. Because of the satisfactory results 
which were attained, the unit will welcome from mem- 
bers and chapters other specifications matters of general 
interest to present to the Corps. 

An A.G.C. subcommittee has completed a suggested 
revision of the standard form for private engineering 
construction and has presented its recommendations to 
a committee of the A.S.C.E. Substantial changes were 
made in the document, which has not been revised 


since 1925. 


Civil Defense Plans. Civil defense plans and opera- 
tions are of importance to the industry. Contractors 
will be expected to furnish much of the equipment and 
personnel needed in the event of an attack on the United 
States, and heavy contractors are most likely to be called 
upon to perform necessary demolition and clearance 
work. The A.G.C, has submitted recommendations to 
the federal civil defense authorities on best uses of the 
industry's facilities in the event of disaster. 

There is a potential market in construction of bomb 
shelters and other public works projects to be used for 
protection, but this program is not yet near the con- 
struction stage. 

Principal activities of the association with respect to 
heavy construction have also included compilation of 
information to oppose day labor provisions in federal 
appropriation bills, disseminating information on gov- 
ernment construction programs, consulting with govern- 
ment agencies on possible revised forms of construction 
contracts, and surveying the needs of chapters serving 
municipal contractors. 


Relations With Congress 


The 82nd Congress convened January 3 to start a series 
of momentous debates on subjects which affect our 
national life. 

With more than 6,000 bills and resolutions introduced 


earlier this month, it is obvious that the national asso- 
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ciation will have an important task in selecting and 
sending to members and chapters information of par- 
ticular interest to the industry. 

Because of the importance of future legislation to 
contractors it seems important that the association 
adhere closely to its policy of presenting essential in- 
formation to committees and members of Congress for 
their consideration in connection with proposed legis- 
lation affecting the industry, and informing members 
of actions taken so that they can make their own recom- 
mendations to their representatives in Congress. 

During the current session heavier defense appro- 
priations will be voted, and heavier taxes undoubtedly 
will be imposed. It seems inevitable that there will be 
pressure for curtailing all possible federal expenditures, 


including those for public works. 


Renegotiation. Last month the House passed the 
bill which had been considered last session for contract 
renegotiation. The bill contained provisions so broad 
that it could include renegotiation of contracts having 
no relation to national defense 

The association presented testimony to the Senate 
Finance Committee earlier this month in support of 
recommendations which would make the bill more equit 


able to general contractors. 


Budget. ‘The President has presented to Congress 
a budget recommending expenditures during the next 
fiscal year of $3.8 billion for civil public works con- 
struction. So far, the budget funds for defense con- 
struction have not been itemized. Although the Budget 
Bureau has screened projects for their essentiality to 
the defense effort, it appears inevitable that attempts 
will be made in Congress to reduce various appropria 


tion requests. 


Taxes. Congress will take some action on requests 
for heavier taxes, but may not increase them as much 
as the $16.5 billion suggested by the President. Pro 
posals will be studied so that the association can make 
corrective recommendations on proposals which would 


bring about inequities for general contractors. 


War Damage. A bill to reactivate the War Damage 
Corporation was passed by the House last session, but 
was not acted upon by the Senate. The association 
recommended passage of the legislation previously, and 
again has supported its passage. Insurance companies 
have asked that provisions be made for insurance to 
cover death and injury as well as for property damage. 


Favorable action on the legislation is likely. 


The excess profits tax bill, passed hastily by the post- 


election session of Congress, provides many complica- 
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tions for general contractors. Where possible, the A.G.C., 
will seek amendments to those provisions which impose 
unreasonable hardships on contractors 

Congress faces a heavy legislative session in which 
many actions can be taken of great importance to the 
industry. The association will take all possible steps 
to represent the industry before the Congress, and to 
keep members and chapters informed of important 


actions. 


A.G.C. in National Defense 


AGC. has been called upon by government agencies 

ordinate th activitie of general contractors for 
important aspects of the national defense. 

st recent assignment is to assist contractors 

ind executing when necessary, their 

ivil defense program. The necessity for 

a program lies in the fact that the outcome of two 

rld war is been decided by the weight of American 


industrial production in support of determined fighting 


> ) 
er major war it is reasonable to assume that 


in enemy would seek to cripple or destroy this produc 

tive capacity, and to direct attacks against civilian 

communities to disrupt support of the war effort. The 
States cannot be considered free from the 
f sudden, devastating attacks which would be 


ist partially effective. 


Contractors Vital to Civil Defense. How successful 
ittacks would be in permanently crippling production 
would depend to a great extent on the organization and 
efficiency of the nation’s civil defense program. After 
an attack or other disaster it will be essential to clear 
shattered areas with the utmost speed, to retrieve the 
dead and wounded, to demolish damaged structures 


which endanger life, and to restore essential facilities 


No segment of our civilian life is so well equipped by 
its daily activities and training in civil disasters to assist 
in this work as the construction industry. Because gen 
eral contractors have the centralized responsibility for co 
ordination of operations at the site of a project, they have 
an important function in the civil defense program. 

For more than a year the A.G.C. has cooperated 
with the Federal Civil Defense Administration and its 
predecessor agencies to assist in planning for the most 
effective use of general contractors. Recently a report 
submitted to the federal authorities has been transmitted 
to A.G.C, 


guidance in planning with state and local civil defense 


chapters so that they have information for 
iuthorities 


One of the policie s which has guided A.G.C. activities 


has been that organizations in the construction industry 
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can operate most effectively when they are kept intact 
ind each group performs as nearly as possible the tasks 


it performs in civilian activity. 


Affiliated Units. Since 1947, at the request of the 
Secretary of the Army, A.G.C. chapters and branches 
have cooperated with the Corps of Engineers in spon 
soring and training reserve construction units in which 
each man is specially fitted for his military assignment 
by his civilian work. 

To date 76 of these units have been sponsored and 
activated. A number have been called to active duty, 
ind some have been in action in Korea. Secretary 
Frank Pace, . 


and stated, “I am confident that, once they are fully 


Ir., has called them “real Engineer units” 


manned and equipped, their superior technical knowl 
edge and experience will assure that any engineer con- 
struction project they may be given will be accomplished 
in a most creditable manner.” 

In January, Major General Lewis A. Pick asked the 


association to increase its quota of units to 96. 


Defense Construction. Defense agencies need a 
means of being certain that they can make all necessary 
contacts with the industry immediately so that defense 
ind all other essential construction can be executed as 
needed. The association has been the medium through 
which this contact can be made with general con 
tractors. 

Two days after the partial mobilization program was 
ordered, President Couse and members of the Committee 
on National Defense conferred in Washington with 
executives of the defense agencies on how to make most 
effective use of contractors. Daily contact has been 
maintained with the agencies. 

Other agencies responsible for the various controls 
in the mobilization program have needed advice on how 
to apply various regulations to the industry. The asso 
ciation has been available for consultation at all times. 

Members of the association can have confidence that 
all steps within its power have been and will be taken 
by the association to represent them properly before 
government agencies, and to advise them on how to 


operate most effectively in the defense effort. 


industry Relationships 


For the reason that good relationships between general 
contractors and others in the industry lead to more 
efficient construction, the A.G.C. is engaged in a broad 
program of cooperation with other national societies and 
associations in the industry. 

The work that is done is of benefit to contractors, the 
entire industry, and the public both in peace and emer- 


geney times. 
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ALLIS-CH ALMERS | for Tractor Performance 
\_ for Lasting Durability 


‘ie ; e ege e.;¢@ 
© for Simplified Servicing 
' for Ease of Operation 





oo» THE NEWEST, FINEST 
TRACTOR LINE ON EARTH 


model HD-20 model HD-15 model HD-9 model HD-5 


Hydraulic Torque Converter Drive 102 drawbar hp. 70 drawbar hp. 40.26 drawbar hp 
175 net-engine hp. | 27,500 |b. 18,500 Ib. 11,250 Ib. 









41,800 lb. 


Get the full story from your Allis-Chalmers dealer. 
See these tractors perform. They're built for YOUR job! 


ALLIS‘CHALMERS 


RACTOR DIVISION ° MILWAUKEE 1, U.S.A. 


Originator of the Torque Converter Tractor 
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STANDARD FORMS 
COVERING IMPORTANT CONTRACTING PROCEDURE 


ee 





Prepared by The Associated General Contractors of America and Cooperating Bodies 


Order Per Per Per Order INVESTIGATION OF BIDDERS Per Per Per 
No. MANUALS Copy Dozen 100 No. (Continued) Copy Dozen 100 


1. A.G.C. Manual B5.00 B5O.00  ecrecceomne §. Standard Questionnaires and Financial 
(Contains documents listed below: Nos. 3- Statement for Bidders—Complete in Cover. 
30, inclusive, and Nos. 34, 35, 36, 36a, 37, Engineering Construction (For Qualify- 
88) ing After Bidding) 
Accident Prevention Manual (Revised and 27. Standard Questionnaires and Financial 
enlarged 1949) ........ $.00 30.00 $210.00 Statement for Bidders—Complete in Cover. 
Building Construction (For Qualifying 
CONTRACTS After Bidding) 
Standard Contract for Engineering Con- 28 Financial Statement and Questionnaire for 
struction issued by the Joint Conference IE RNIN aaeihctceteiectncinscetcainienstionen 
on Standard Construction Contracts... 2 7 20.00 
Standard Building Contract of the Ameri- MISCELLANEOUS 
can Thstitute of Architects—Revised 5th a Ensurance Check Uist ae 1.00 
Edition sient : , ae 7.50 ‘ Ti.» Bunctions of a General C cadeaah ae aay "5 
Subcontract form—American Institute of $4. A.G.C. Governing Provisions... j 50 
Architects—Revised 5th Edition... : . 9.50 A.G.C. Code of Ethical Conduct... ee 50 
Standard Government Contract ‘and In- - Contrete Mixer Standard 
structions to Bid | ee smalabietie ta 5 4.00 86a. Contractors’ Pump Standarc 1 : 3 
AGC. Cost Plus a Fee Contract... ; - 2.50 37. A.LA. Standard Form of Arbitration Pro- ‘8"8® quantity 
A.1.A. Cost Plus a Fee Agreement ‘between PRE prices on applica- 
Contractor and Owner......... - oo , 38. Suggested Guide to Bidding Procedure... tion. 
E quipme nt Rental Agree ment.. \sutipebieigstiieds: Of f 3.00 
Riis. SO COR ccncmmcmaninnnanicns — * 5 3.00 


ESTIMATING AND ACCOUNTING FOR A.G.C. MEMBERS ONLY 


Building Estimate Summary piace Ne 5 ’ A.G.C. EMBLEM 
Job Overhead Summary.. ie 
Contractors’ Equipment Ownership Ex- y 
pense (Itemized tables of ownership ex- a SIGNS AND SEALS 


pie * Re ie pg — ” nial * 40. A GC. Metal Seal (red and black) 10” dia. .40 
Equipment Record Bond paper ie: 5 3 41. A y agama 2zania Seal (red and black) ™ 

r ‘¢ ‘ ® a. a. dia. e 
Equipment Record—Cardboard .. ie ! 3. b 5” dia. 10 
INVESTIGATION OF BIDDERS Metal Seals and Decals: 20% discount for 
orders of more than 50; 40% discount for 
orders of 200 or more. 

















Single copies — no 


List of Styles and Prices on request. 








Standard Pre-Qualification Questionnaires 
and Financial Statements for Prospective 
— Complete in Cover — si 43. A.G.C. SOCIAL SECURITY FORMS 
ngineering Construction (For Qualify- 
ing Before Bidding) ............... 2 ; 12.00 Form SS1: Application for Employment; 
Standard Pre-Qualification Questionnaires Form SS: Employees’ History Record; 
and Financial Statements for Prospective Form SS3: Employees’ Employment and 
Bidders—Complete in Cover Earnings; Form SS4: Payroll. List of 
Building Construction (For Qualifying prices and styles will be furnished to 
Before Bidding) 20 180 12.00 A.G.C. members on request. 


oon USE THE CONVENIENT COUPON TO PLACE YOUR ORDER 


Order cunaitantipiiciaha anus 6. deepest ae leila 40. 
No. Amount Cost 4la 


3. ; 5. celal iain 20. . ‘ . | 














43. Price List and Samples 
Price List and Styles of 
Emblem 


TOTAL COST 
Make Checks payable to CONSTRUCTION FOUNDATION, A.G.C., Munsey Building, Washington 4, D. C. 
Gentlemen: Enclosed find check f08 .ccmumumunnnmaneme fOr Which please send materials as ordered by number herewith. 
Name . . {ddress.... 


City inamaiie paltin Zone 
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Joint Cooperative Committees. National joint co- 
operative committees now have been established with 
nine other national organizations in the industry. They 


are: 


American Institute of Architects 

American Society of Civil Engineers 

American Association of State Highway Officials 
National Association of State Aviation Officials 
Associated Equipment Distributors 

Construction Industry Manufacturers Association 
Surety Association of America 

National Association of Mutual Casualty Companies 
Association of Casualty and Surety Companies 


The principles guiding activities of these committees 
are that representatives of these national organizations 
should consider matters of mutual interest, make recom- 
mendations for improvements which are in the interests 
of both groups and the public, and refer the recom- 
mendations to the respective national organizations for 


appropriate action. 


Other Cooperation. Other national organizations 
with which the A.G.C. cooperates include: 

Eight national associations of specialty contractors 
and the Building and Construction Trades Department, 
A.F.L., in operation of the National Joint Board for 
the Settlement of Jurisdictional Disputes. 

National Safety Council, American Society of Testing 
Materials, American Standards Association, American 
Municipal Association, Bureau of Contract Information, 
Construction and Civic Development Department Com- 
mittee of the Chamber of Commerce of the United States, 
American Trade Association Executives, National Asso- 
ciation of Manufacturers, and the Highway Research 
Board and Building Research Advisory Board of the 
National Research Council. 


Chapter Relationships. Many of the chapters have 
formed cooperative committees or other close relation- 
ships with various groups in their areas. Such work has 
been of benefit to members, the industry, and the public 
and has the advantage of improving the relationships 
closer te each contractor’s projects. 


Overseas Visitors. With the Economic Cooperation 
Administration and other industry societies and asso- 
ciations, the A.G.C. and many chapters have helped 
teams from Britain and the Netherlands which have 
studied ways to improve their productivity in construc- 
tion. Public officials or contractor representatives from 
17 different countries last year visited the national office 
and some of the chapters for information on American 
construction practices. 
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Relations With the Public 


The association’s public relations program stems from 
the bylaws which state that one special purpose of 
A.G.C. is to “maintain the standards of the contracting 
business at the level necessitated by its quasi-profes- 
sional character, and to establish members of the asso- 
ciation in the public mind as contractors who fulfill their 
obligations in good faith.” 

In a broad sense, all association actions are public 
relations because they involve dealing with other people 
to bring about improvements in the construction industry. 
The association has an outstanding record of accom- 
plishments because it has adhered to the policy that its 
actions shall be of benefit to its members, the industry, 
and the public. 

The association’s public relations program can best 
be described as a planned series of actions using the 
techniques of public relations practice to make all 
A.G.C. actions more effective. 

Steady progress has been made toward the objec- 
tives of the integrated public relations program which 
was adopted by the Governing and Advisory Boards in 
October 1947, The burden of work brought about by 
the mobilization will limit the capacity of the national 


association to undertake additional activities. 


Relations With Members. The National News-Letter 
was inaugurated in June 1949 to keep members in 
formed of actions taken on their behalf by the associa- 
tion. Since that time 27 issues have been published 
The letter has been useful in rounding up government 
actions affecting contractors. 

As part of its administrative functions, the associa 
tion sends frequent bulletins to chapters giving vital 
information, and has started a special Defense Bulletin 
series to transmit information about, and complete texts 
of, laws and government regulations directly affecting 
contractors. 

As soon as possible a revised edition of the booklet 
Good Public Relations for the General Contractor, will 
be published to give members practical suggestions on 
improving their public relations. 


New and Prospective Members. Last fall the na 
tional association started sending to new members the 
A.G.C. Member’s Kit, which provides new members 
with the basic documents and essential information about 
the A.G.C. in a coordinated and impressive manner. 

Information about the association is sent to prospec 
tive members in cooperation with chapters and the Mem 
bership Committee. A revised edition is being prepared 
of the document, Organization and Work of the A.G.C. 
Last fall a special issue of the National News-Letter, 


explaining one of the association’s important actions, 
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was made available to chapters for distribution to 


prospective members. 


Information Center. Special preparations have been 
made to make the national office a center of information 
on all subjects of interest to general contractors in the 
mobilization program. Comprehensive files are main 
tained with new material added daily. A press asso 
ciation teletype service maintained in the office fur 


nishes news before it is published. 


THe Constructor. The association's official publication 
fulfills an important public relations function for thi 
national association and chapters It specializes in 
presenting and analyzing information needed by 
principal executives of general contracting firms. 
staff is also part of the A.G.C. staff so that work on 
the magazine and association are integrated 

Outside the association, the magazine brings informa 
tion about the industry and the A.G.C. to architects, 
engineers, public officials, bankers and others who have 
influence in the award of construction contracts. It also 
reaches other groups in the industry, engineering schools 
and others 

Many presidents of A.G.C. companies take the maga 
zine home so that they have the opportunity to read 


it comple te ly. 


Contract Method. Part of the program is directed 
toward men having influence in the award of construc 
tion contracts. Last July the association published the 
booklet, Undivided Re sponsibility Key to Lower Con 
struction Costs. It has been distributed widely by the 
national association and the chapters. A second printing 
has been made. 

\ fourth printing has become necessary of the booklet, 
The Contract Method of Construction Safequards Public 
Funds, because of the wide distribution made by the 


national association and chapters. 


General Public. A small program of paid advertising 
has been used to bring brief A.G.C. messages to the 
public and those influential in awarding contracts. 

The latest advertisement emphasizes that a balanced 
construction program of defense and essential civilian 
construction is necessary to keep America strong. The 
previous advertisement was based on the booklet on 
undivided responsibility and was published in eight 
magazines of national circulation. Mats and plates were 


made available to members and chapters for local use. 


Press Relations. Publicity from the national asso 
ciation has been issued to give information on the 
actions which A.G.C,. has taken. It has been associa 
tion policy to take only actions which are in the public 
interest, and to confine its press releases to important 


announcements. The association received widespread 
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recognition last fall for its actions which preceded 
amendment of NPA Order M-4. 

Special preparations are made for handling news of 
conventions and board meetings so that complete and 
accurate information is available to reporters. At San 
I'rancisco reporters stated that the A.G.C, handled its 
press relations better than any previous convention 
he ld there. 


Chapter Public Relations. Chapters have shown 
increased interest in establishing or improving their 
public relations program. The Secretaries’ and Man 
agers’ Council last fall appointed a committee to coop 
erate with the national Public Relations Committee. 
The two committees were scheduled to hold a meeting 
prior to this convention. Good chapter programs can 
be of great assistance to contractors in the conduct of 


their daily affairs. 


In national emergencies general contractors have duties 
which are fundamental to the defense and welfare of 
the nation and its communities. 

These duties now include: to construct, rehabilitate, 
and repair with maximum speed and efficiency the de 
fense installations, production facilities, and the struc 
tures which are necessary for essential civilian activities ; 
to plan for and assist in the relief of disasters under the 
civil defense program; and to supply skilled men to 
the armed services. 

The nation needs a balanced construction program to 
bolster its defenses and to strengthen its economy so 
that it can support indefinitely its security programs. 

The association nationally and locally has the duty 
of interpreting the industry’s requirements for carrying 
out its essential work to the government, and of explain- 
ing to its members the actions of the government. 

Because of the work it has done in the past, the pol 
icies it has followed which have developed confidence in 
the association's activities, and the kind of men who 
represent it and the experiences which they have had, 
the association is in a stronger position than ever before 
to undertake the task. 

To fulfill all demands made upon the A.G.C. by its 
members and the government will require additional 
facilities. During the mobilization program the closest 
of relationships will be needed between the national 
association and the chapters. Officers and members of 
the Executive Committee will need authority to take 
prompt actions in the event of emergencies. 

In the defense and continued development of the 
nation, general contractors and the association have the 
responsibility, and the opportunity, to be of substantial 
public service. The duties will be discharged with skill, 


integrity and responsibility. 
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With just OWE SKIL Radial Saw- 


1 “We are cutting lumber for 3 “We have cut more than a mil- 
500 houses... lion board feet of lumber... 


2 “Keeping 17 men busy at all 4 “We have had practically no 
times with just one maintenance cost in 
Saw operator... 2 years of use.” 


SKIL Radial Saw 
ant Model 450 
A complete construction workshop. 2 
h.p., 14” blade; 3 or 5h.p., 16” blade. 
Easily operated with speed and pre- 
cision by one man. SKIL RADIAL 
SAWS also available in 115/230 volts 
and 220/440 or 550 volts with man- 
val or magnetic control. 





"The SKIL Radial Saw is a MUST 
on Multiple home construction’’ 


Say Dewey and Willis Larr, builders in Dallas, Texas. 


"One saw keeps 17 men busy atall the-job workshop operated by just 
times’’— Keep the job moving with One man. 

a SKIL Radial Saw to pre-cut 
joists, bridgings, studs... to cut 
and notch rafter assembling into 
the roof trusses. The SKIL Radial 
Saw makes any cut, groove, or 
shape... becomes a complete on- 


"Practically no maintenance cost in 
2 years’’—On the job every day 
for 2 years...at practically no 
maintenance cost. SKIL Radial 
Saws are built to give longer, 
trouble-free service. All parts pre- 
cision made. Motors completely 
enclosed for protection against 
dirt, dust and moisture. Felt wicks 
keep rails clean. 





"Greater accuracy in gang cutting’ — Pre- 
cision gang-cutting ..with alignment 
to within 1/100 inch— gives constant ac- 
curacy for the life of the SKIL Radial 
Saw. That saves cutting ... means less 
waste and faster work. 


“Quick adjustments save time’’—One 
man operation with front-positioned ad- 
justment controls. Common cutting 
angles automatically cut to save time, 
eliminate guesswork. 


SAVE TIME, SAVE WORK, SAVE MATERIAL, SAVE 
MANPOWER. USE A JOB-PROVED SKIL RADIAL SAW. 
Ask your SKIL Distributor to demonstrate this bet 
ter sow today or write for literature 








ins yi 


TeTAL Watts 


for INDUSTRIAL and COMMERCIAL BUILDINGS 
ALUMINUM, STAINLESS or GALVANIZED STEEL 


More and more architects are turning to insulated metal walls for modern industrial 


and commercial buildings—owners, too, are enthusiastic about the pleasing 





! 
| 


Over-all “U" Factor of Various Types is Equivalent 


over-all appearance achieved through skillful employment of 
this very practical and economical wall construction. Mahon 
Insulated Metal Walls are available in three distinct exterior 
patterns—Ribbed, Fluted, or Flush Plates. The Ribbed and the 
Fluted Walls are field constructed from wall plates which can 
be furnished in any length up to 55 Ft., providing thereby high 
expanses of wall surface without horizontal joints. The Flush 
Wall is constructed of prefabricated insulated wall panels 
which can be furnished in galvanized steel only, in any length 
up to 30 Ft. Prefabricated Fluted Wall Panels with exterior 
plates of Aluminum, Stainless or Galvanized Steel can also be 
furnished in any length up to 30 Ft. Thermal properties of all 
Mahon Insulated Metal Walls are excellent. See Sweet's File 
for complete information and typical installations, or write 
for Catalog B-51-B. 


1a 4 Re cs MAHON COR? & 2 
Detroit 34, Mich e Chicago 4, II! e ~=Representatives in Principal Cities 
Manufacturers of Insulated Metal Walls; Steel Deck for Roofs, Floors and 


Partitions; Rolling Steel Doors, Grilles, and Underwriters’ Labeled 
Rolling Stee! Doors and Fire Shutters 





CCIDENT PREVENTION 





A.G. ¢. Presents 88 Awards at Convention 


» EIGHTY -eight 
dent pre 
sented to member firms, chapters and 


awards for acci 


prevention records were 
branches at the 32nd annual conven 
tion of The Associated General Con 
tractors of America in Boston. 

Three hundred eleven firms finished 
out the 1950 contest 

I8t for 

total 
involving 
which 


year as 
1949, reperting 


con 


man-hours of ex 
3.855 lost-time 
resulted in 800,475 
Over-all frequency 
rate was 40.4, severity rate, 3.15. 


posure, 
accidents 
days’ lost time. 


Chapter Awards 

In the larger chapter classification, 
the Houston Chapter won with 60.5 
per cent of its members participating 
in the contest. Second was the Penn 
sylvania Builders Chapter, last year’s 
winner, with 34.1 per cent participat 
and third, the Constructors As 
Western 
with 26.2 per cent. 


ing, 
sociation of Pennsylvania, 

Two entries tied for first place with 
perfect records in the smaller chapter 
Dallas and Milwau 
kee Chapters with all members par 
ticipating. Second the Detroit 
Chapter with 60.6 per cent; and third, 
the Chattanooga Chapter, 60 per cent. 


classification: the 


was 


Above Average Exposure 

These awards are for the year end 
ing September 30, 1950. in the class 
with over-average exposure : 

Building Division (Average Ex 
216.771 Man-Hours): Madsen 
Construction Company, Minneapolis, 
first, with 


posure 


severity and frequency 
Cleveland 
struction Company, Cleveland, Ohio, 
second; and Bryant & Detwiler, De 
troit, Michigan, third. 


Highway 


rates of zero-zero; Con 


Division (Average Ex 
209,315 Man-Hours): Koss 
Construction Company, Des Moines, 
Iowa, first; J. E. Haddock Ltd., Pas 
adena, California, second; and Burrell 
Construction & Supply Company, 
New Kensington, Pennsylvania, third. 


posure 


Heavy Division (Average Exposure 
857,565 Man-Hours): Dravo Corpo 
ration, Pittsburgh, first; T. L. James 
& Company, Inc., Ruston, Louisiana, 
and Maxon Construction 
Company, Ine., Dayton, Ohio, third. 


second; 


Below Average Exposure 


the 
exposure are as 


under 
follows: 

Building Division: Fretz Construe 
tion Houston, first, 


Awards in with 


the average 


group 


Company, and 
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Woermann Construction Company, St. 
both with 
severity and frequency rates of 0.00; 


Louis, Missouri, second, 
and E. J. Cross Company, Worcester, 
Massachusetts, third. 
Division: J. D. 
strong Company, Inc., Ames, 
first, and R. B. Burch, Ine., Cedar 
Rapids, lowa, second, both with sever 
ity and frequency rates of 0.00; and 
EK. M. Duesenberg, Inec., Clear Lake, 
Iowa, third. 

Heavy Division: C. F 
Construction 
Nebraska, 


Company, 


Highway Arm 


lowa, 


Lytle & Amis 
Cambridge, 
Jutton-Kelly 


M ichigan, sec 


Company, 
first, and 
Dearborn, 
ond, both with severity and frequency 
rates of 0.00, and J. E. Haddock, 
L.td., Pasadena, third. 


Best Five-Year Records 

Building Division, above the average 
of 3,089,017 man-hours’ exposure: 
Electric Corporation, 
Angeles, first; Southeastern Construe 
tion Company, Charlotte, North Car 
olina, second; and J. A. Utley Com 
pany, Detroit, third 

Building, 
posure: 

Martin L. Bauer Construction Com 
pany, Middletown, Ohio, first, with se 
verity and frequency 0.00; second, 
Woermann Construction Company, St 
Louis, and third, A. L. 
Jackson Company, Chicago. 

Highway Division: first is George 
K. Werner & Son, Clay Center, Ne 
braska, severity and frequency 0.00; 
second, Burrell Construction and Sup 
ply Company, New Kensington, Penn 
sylvania; and third, Daniel F. Mae 
Namee & Company, Inc., New Ro 
chelle, New York. 

Heavy 
Darling, 


Newbery Los 


under the average ex 


Missouri; 


Division: first, Herbert F. 
Williamsville, New York; 
second, E. E. Barber Construction 
Company, Fort Smith, Arkansas; and 
third, The Fluor Corporation, Ltd., 
Los Ange les. 


Best 10-Year Records 


Building Division: first, H. B. Al 
exander & Son, 
Pennsylvania; 


Inc., Harrisburg, 
second, H. P. Cum 
mings Construction Company, Ware, 
Massachusetts; and third, E. J. Cross 
Company, Worcester, Massachusetts. 

Heavy 
tion 


Division: Maxon Construe 
Ine., Dayton, Ohio, 
first; Holmes Construction Company, 
Wooster, Ohio, second: and 
Corporation, Pittsburgh, third. 

Highway Division: no eligibles. 


Company, 


Dravo 


44 No Lost Time Records 


There were 32 firms in the building 
division receiving awards for report 
ing no lost time accidents during the 
vear. They are Dow Construction 
Houston; <A. Drescher 
Milwaukee; C. A 
Construction Company, Houston; Si 
derits Construction Company, Mil 
waukee; Logan P. Marshall, Houston; 
Construction & Maintenance Company 
of ‘Texas, Houston; J. Lawrence Jones, 
Dallas; Burton & Glithero, Houston; 
Albert Meyerson Company, Houston; 
Meers Construction Dal 
las; James A. Houston; W 
H. Wallace Construction Company, 
Dallas; Berretta Com 
pany, Exeter, Pennsylvania; Frank H. 
Lee & Company, West Memphis, Ar 
kansas; Riha Construction Company, 
San Robert L. 
Milwaukee ; 
Jensen Construction Company, Min 
neapolis; Felix A. Davis Construction 
Company, Houston; Stack Construe 
tion Company, Milwaukee; R. J. Hor 
tie, San Stibbard Construe 
tion Detroit; Ransdell 
Construction Company, Dallas; Mar 
tin L. Bauer Construction Company, 
Middletown, Ohio; Upton-Lang Com 
pany, 


Company, 


Company, Faux 


Company, 
Roberts, 


Construction 


Diego, California; 


Reisinger & Company, 


Diego; 
Company, 


Erie, Howard 
Construction Company, Ine., Hous 
ton; Lupinski, Inc., Milwaukee; W 
J. C. Kaufmann Company, Detroit; 
John C. Westphal Company, Detroit ; 
I. G. Audish Construction Company, 
Houston; Robert E. Nesmith, Ine., 
Houston; Arch Munn & Sons, Dallas; 
and Viggo M. Albert Lea. 
Minnesota. 


Pennsylvania; 


Jensen, 


Eight firms in the highway division 
reported no lost time accidents: Gee 
Construction Company, Shenandoah, 
Iowa; J. T. Ryan, Oclwein, Iowa; 
Brothers, 
Kehe Company, 


Waverly, lowa; Beaver Asphalt Pay 


Dixon Correctionville, 


lowa; Construction 
ing and Construction Company, New 
Brighton, Pennsylvania; The O'Neil 
Construction Company, Havre, Mon 
tana; Mott Company, 
Centerville, and George iN 
Werner & Son, Clay Center, Nebraska 

Four firms in the 


Construction 
lowa;: 
heavy division 
reported no lost time accidents during 
the year: Freeland Construction Com 
pany, Pittsburgh; Henry L. Horn, 
Caldwell, Idaho; L. Walker Fauber, 
Ashland, Ohio; and George 
Company, Milwaukee. 


Carlson 
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Seattle Contractor’s Safety Code Praised 


e U.S. Engineers Plan to Circulate Manuals to All Jobs in Area 


» SAFETY methods, formulated by 
the Atherton Construction Company. 
A.G.A Seattle, 
workers on 


Washington, for its 
a laboratory building in 
connection with the Veterans Adminis 
tration hospital in that city, has re 
ceived high praise from the Corps of 
Seattle District 
Buehler, District En 
“We note that 
the plan has taken into consideration 


Engineers of the 
Col. John P. 
gineer, had this to say: 


the major hazards on this type of 
work, and it is evident that consider 
able attention has been given to estab 
lishing an accident prevention 


should be 


With your permission, we 


pro 
gram which 
etfective. 


would like 


practical and 


very much to have copies 


of this plan reproduced and circular 
ized to our other contractors in this 
area. We believe it would be an ex 
cellent guide to them in setting up 
their own safety programs.” 
The Atherton plan is in two parts 
a foremen’s manual for safety require- 
all jobs and a 
winter 


ments on foremen’s 


manual for construction haz 
The first calls for a safety com 
mittee to be 


any project. 


ards. 
organized at the start of 

The superin 
tendent, job foreman and timekeeper 
will represent the employer, with one 
from craft 


general 


each and all sub 


ceratts 


man 
contractor representing — the 
workers. 


Safety meetings are held at a mini 





Contractor Uses Converted Bus as Hospital 


» AT the Utica State Hospital proj 
ect in Utica, New York, the Merritt 
Chapman & Scott Corporation, A.G.C. 
keeps a fully equipped first aid sta 
tion on wheels, complete with doctor 
ind trained nurse 

From. the the 5 million 
last until the first 
year, the contractor compiled 
a record of only lost 
out of 123,000 man hours, including 
work of subcontractors. <A 


start of 
building 


of the 


sumner 


125 man hours 
laborer 
cut the end of his finger, requiring a 
few days’ hospitalization, and a car 
Adverse 


encountered. 


penter suffered a leg injury 


weather conditions were 


During peak operations, 250 men 


were 170 em 


on the job, including 











Converted bus fitted with last word in first aid equipment mak 


ployee s of the general contractor, who 
erected 2,200 tons of structural steel 


and drove 1,440 piles 


Among safety devices used were 


rope cargo nets below workmen dur- 


ng stripping of concrete forms in 


upper stories, protecting men from 
ground 


falling, and workers on the 


from falling objects. 
While no 


pated as a result of material shortages 


serious delay was antici 


and priorities, it was expected that 


some substitute materials have 


to be 


is completed next year. 


may 
used on the structure before it 

Fred W. Bauer is superintendent on 
the job for the contractor. 


mum of once a week and must be at 
tended by all committeemen. Each 
committeeman shall make a daily in 
spection of that part of the job in 
which he is involved, and the entire 
committee shall make a group inspec- 
tion each week if it is deemed nec 
essary. 
Committee 
sponsible 


held re 
for reporting immediately 
violations of safety rules, and 
workman may be discharged from 


members are 


any 
any 
the job for disregard of safety rules 
and regulations, 


Foremen’s Responsibility 


All foremen in charge of any phase 
of the work must hold a first aid cer 
tificate required by the state safety 
law, and must continue to maintain 
the certificate in good standing at all 
times. Committeemen are encouraged 
to take the first aid course. 

Under the job's safety committee 
set-up, the employees on the job are 
responsible for seeing that safeguards 
provided for their protection are main 
tained. 

The Atherton Construction Com 
pany has been an active participant 
in the National A.G.C, Safety Contest, 
and all workmen are urged to have 
as their objective the winning of the 
first award. 

The manual on winter 
hazards points out to workers how they 
may 


foremen’s 
successfully avoid the dangers 
that ice and snow bring to the job. 

In the matter of safety equipment, 
the manual places responsibility on 
the employer in accordance with the 
state code, and recommendations of 
the A.G.C. Accident Prevention Man 
ual and/or the U. 
neers, as may be applicable. 


Ss. Corps of Engi 





es a hospital on wheels at the site. 


(Right) Registered Nurse 


Margaret De LaRue is on full time duty at station under direction of Dr. Imperato, retained by Merritt-Chapman & Scott. 
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Cummins Custom-built Diesels 


Uilt 
Hot once 


Best buy in power is the 
engine that’s built best 


Cummins Diesels have an outstanding record and 
reputation in a wide range of Diesel applications. 
And here’s one reason! 


Rugged, lightweight, high-speed Cummins Diesels 
perform better because they’re built better, under 
strictest quality control methods, Moreover, each 
engine is actually built twice! After initial assembly, 
each engine is run in on the test block. Then it is 
tern down and carefully re-inspected — and after 
that it is re-assembled and tested again. 


Such extra care in precision building ...Cummins 
exclusive fuel system ... reliable world-wide service 
and parts organization . .. enable Cummins users to 
get peak performance . . . less ““down-time”’ and more 
rugged, dependable power. 


Better contact your Cummins dealer. He has more 
facts to show you about making more profits. 


Diesel power by 
CUMMINS 


CUMMINS ENGINE COMPANY, INC.+ COLUMBUS, IND. 
EXPORT: CUMMINS DIESEL EXPORT CORPORATION 
Columbus, Indiana, U. S. A. * Cable: Cumdiex 
Lightweight High-speed Diese! Engines (50-550 hp) for 
On-highway trucks « off-highway trucks « buses « tractors « earth 
movers « shovels « cranes « industrial locomotives « air compressors 
logging yarders and loaders « drilling rigs + centrifugal pumps 
generator sets and power units « work boots and pleasure craft. 
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Southern California Installs 1951 Officers 


» MORE than 650 attended the an 
nual installation banquet for officers 
of the Southern California Chapter at 
the Biltmore Hotel in Los Angeles. 
Honor guests were 15 of the chap 
past presidents, representing 
years in office dating back to 1922. 
Ben P. 
gavel as president from retiring presi 
dent Donald E. Reed, reminded mem 
bers that the industry this year will 


ters 


Griffith, in accepting the 


be faced with many new adjustments 
resulting from the conversion from a 
long-range peacetime program to 
emergency defense preparations de 
manding immediate construction of all 
tvpes of facilities. 

The A.G.C., Mr. Griffith pointed 
out, proved its leadership in World 
War II, and stands ready 


serve the 


again to 
nation with skill, responsi 
bility and integrity. 

Mr. Griffith is a the 
Soard of Airport Commissioners for 
Los Angeles and secre tary of the Col 
orado River Association of California. 
He is president of the Grifhth 
Company, one of the city's oldest con 


member of 


Vict 


struction firms, which numbers among 
its projects the building of the largest 
section of the Metropolitan Aqueduct, 
many miles of highways and streets, 
the Shasta 


Dams in California. 


ind large and 


Friant 


parts of 


The Southern California Chapter is 


one of the A.G.C.’s largest, with ap 
proximately 300 
members and more than 200 associates. 


general contractor 

Other new chapter officers compris- 
ing the executive committee of the 
Board of Directors are Vice Presi- 
dents R. A. Smith, P. J. Walker Com- 
pany; R. V. Edwards, American Pipe 
and Construction Company; C. RR 


Parkhill, Parkhill-Wade; and Treas 


New officers of the Southern California Chapter are shown above. 
right, are President Ben P. Griffith and Vice President R. A. Smith. 


urer Donald FE. Reed, 
Company. 


Stanton Reed 
W. D. Shaw is secretary-manager. 
Other directors are: Building—Paul 

Spencer, C. J. Bakker, and H. M. 

Baruch. Engineering—Spencer Webb, 

James Wells and T. P. Polich. High 

way J. Swigart, and 

Harry James. Miscellaneous-Utility 
Donald E. Kelbey and R. A. Watt 

Afhliate—Quentin Best and Roy 

L.. Anderson. 


James Ferry, J. 


son. 


Seated, left to 
Standing are 


Vice Presidents C. L. Parkhill and R. P. Edwards, and Treasurer Donald E. Reed. 





North Dakota A.G.C. 


Active in First Year 


@ Membership Triples in Nine Months; Aggressive on Problems 


» THE A.G.C. of North Dakota at 
the time of its first annual convention 
in late had the 
of realizing a threefold increase in its 


January satisfaction 
membership from the time of its ap 


plication for a charter nine months 
before. 
The spirit of the 


chapter is exemplified by the 


progre SSIVE new 
wide 
range of action and plans discussed 
it the meeting in Fargo. 

Members of the 


were urged to provide adequate finance 


state legislature 
ing for matching all available federal 
the next 
federal 


over all 


funds during 
and to 


funds for an 


iid highway 
biennium, authorize 
matched engi 
neering and economic survey of state 
and county highway systems by a na 
known consultants 
and the state department, in order to 


provide data 


tionally group of 


regarding 


necessary 
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financial requirements for a_ long- 
range program. 

A suggested termination clause for 
highway contracts was reported under 
consideration by the state's attorney 
general, and its early adoption was 
torecast. 

B. L. Knowles, Washington, D. C., 
national A.G.C. staff member, outlined 
work of the national association, pre 
dicted a large volume of some types of 
construction, and stressed the need for 
continuing adequate highway con 
struction programs. 

Officers of the chapter are J. M. 
Powers, T. F. Powers’ Construction 
preside mw: A. C, 


son, Meinecke-Johnson Company, vice 


Company, John- 
president, building contractors divi 
sion; J. B. Bridge 
Company, highway 


Jardine, Jardine 
president, 
ana ‘F.C. 


vice 


heavy division; Sornsin, 


Tri-State Excavating Company, sec 
retary-treasurer. All are of Fargo. 
R. J. Hendershott is manager, and 
W. A. Bastedo is field representative. 
In the report of the busy legisla 
tive that 
a bill to authorize improvements by 


committee, it was disclosed 
political subdivisions without adver 
tising for bids was withdrawn after 
opposition by the association, 

In the building field, it was reported 
that architects in the state were ready 
to try the Minnesota “Standard 
Check List for Specitication Titles” 
approved by the chapter's building 


out 


division. Arrangements 


cluded 


committee with architects. 


were con 


for establishment of a joint 
National controls and wage matters 
were discussed thoroughly. 
North Dakota’s new highway com 


Wynkoop, told the 


highway-heavy divisions that he was 


missioner, M. P. 
vigorously supporting the matching of 
federal funds, and that he anticipated 


a *9 million program this year. 
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» REGARDLESS of the importance 
of speed, the government will not over 
and 
efficiency in defense construction, Col 
onel Walter Krueger, Jr.. Corps of 
Engineers, told the A.G.C. of West 
Virginia at its 
Charleston. 


look the principles of economy 


annual meeting in 

Colonel Krueger emphasized that in 
the handling of negotiated contracts, 
the intent of the government is to be 
fair to the contractors, and 
principles to be used: 

1. The must be 
capable of doing the job. 

2. He within the geo 
graphical area that contains the job 
to be negotiated, and every effort will 
be made to spread the large amount 
of work ahead. 


outline d 


contractor fully 


should be 


3. He should not be overloaded with 
other work, which means that all who 
are capable of doing certain types of 
work will be given a chance. 

“The general rule in the award of 
contracts is that they will be negoti 
ated contracts,” he said. “‘Specifica 
tions and plans may not be sufficiently 
complete. When plans and specifica 
tions are available, a decision will b 
made whether to for bids, 
but the great majority of contracts 
will be negotiated However, 
cost plus fixed fee contracts will be re 
sorted to only when planning and con 
struction must start simultaneously.” 


advertise 


Maxon Pledges Support 


Colonel Krueger invited contractors 
to send to the District Engineer's office 
at Huntington their com 
panies’ brochures, indicating the loca 


copies of 


tion and value and types of structures 
they have built. 

Glen W. Dayton, Ohio, 
A.G.C, national vice president, pledged 
that the industry 
carry out its part of the job. 

Mr. Maxon reviewed recent govern 


Maxon, 


construction will 


West Virginia Hears Army Contract Policy 
@ Seabright Elected President at Well-Rounded Meeting 


ment regulations pertaining to the in 
dustry, their background, and the ma 
terials situation. 

Other speakers included W. A. 
Snow, manager of the 
A.G.C.’s 


sion, 


elected 1951 president, succeeding 
Ray E. Ritchie, Ravenswood. 

Other officers are: Vice presidents 
Paul Anderson, Ine., 
Charleston; James E. Coombs, Baker 
& Coombs, Inc., Morgantown; C. H. 
Jimison, C. H. Jimison & Sons; Hunt 
ington; H. W. Schneider, Parkers 
burg; and Vecellio, Vecellio & 
Grogan, Inc., Beckley. Division chair 
Building, James M. 
Jarvis-Courtney Corp., 
Highway-Heavy, D. R. 
new 


Anderson's, 
national 
Building Contractors’ Divi 
Washington, advised the 
chapter to establish a joint coopera 
tive committee with architects; A. N. 
Carter, Washington, manager of the 
Highway Contractors’ Division; Ray 
Cavendish, 
who 


who 
Leo 
men Jarvis, 
Clarksburg; 
Agnew, Ag 
Company, Ronee 
verte; Associate—L. C. Basham, West 
Virginia Tractor & Equipment Com 

Treasurer—W. E. 
Abbitt Company, 
Secretary—C. J. Kuhn, 
Kuhn Construction Company, Charles 
ton. 


state road commissioner, 
outlined plans to enlarge the 
state’s highway program; George W. 
McAlpin, construction engineer of the 
State Road Commission; and Dr. W. 
W. Trent, state 


schools. 


Construction 


superintendent of | pany, Charleston. 
Abbitt, W. A. 
The Highway and Heavy Division Charleston 
of the chapter planned to submit a 
termination clause to the state. 
Walter Seabright, Seabright Con 
struction Wheeling, 


Eugene H. Brown is executive 


Company, was secretary. 


x 4 * 
West Virginia officers: D. R. Agnew, L. C. Basham, and James M. Jarvis, division 
chairmen; President Walter Seabright and Past President Ray E. Ritchie. 
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Officers of Memphis Chapter 


New board of directors of the Mem 
phis Chapter, elected at its 
meeting, are pictured at left. 

Front Row, left to 
Stehle, D. M. Dougherty. 
Vice-President George Wible, Presi 
dent Seth E. Giem, W. I Sharpe, 
John Cassidy. 

Standing, left to right, are 
tary-Manager W. M. 

Fay, 
Lee, Earl Grochau, and 


recent 


right. are 
Charles 


and 
secre 


MacLaughlin, 


Sol Lipman, Grover 
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South Dakota Highway Chapter Elects 


@ Bradbury New President; 
» THE recent annual convention of 
the Highway Construction Industry of 
South Dakota, A.G.C., held jointly 


Knowles Addresses Group 


with the Associated Contractors of 
South Dakota and the South Dakota 
Society of Engineers and Architects, 


Pictured above are the officers and directors of the Highway Construction In- 


dustry of South Dakota, A.G.¢ 


president; C. D. Bartholow; Glenn 


Not shown is P. C. Lee. 


From left to right are: 
Bergren, vice president; P. A. 
president; John L. Materi, secretary-treasurer; J. UH. Beckman and J. L. 


H. F. Emme, retiring 
Bradbury, 


Healy. 


was attended by nearly 300 members 
of the construction industry who heard 
several talks on present problems fac 
ing the industry. 

Burt L. Knowles, national A.G.C, 
staff engineer adviser, urged conven 
production and 
wage rates as carefully 


tion guests to study 
as possible 
in order to bring bids to a more real 
istic level. He stated that bids in the 
last six months have been too low. 
Mr. Knowles also spoke of the pres 
ent government 
that construction 
were forthcoming, and that a reason 


regulations, warning 


more controls on 
ably clear controls program could not 


be set up for at least three more 
months. 
During its business meeting, the 
AG.C. chapter membe rship elected 
new officers for 1951. 

P. A. Bradbury, P. A. Bradbury 
Construction Company, Aberdeen, was 
elected president. New vice president 
is Glenn EF. Bergren, Sioux Falls. John 
L. Materi, Rapid City, was re-elected 
W. S. 


remains as chapter secretary. 


secretary-treasurer, Hannan, 


Pierre, 





Briefs On Chapters’ Annual Conventions 


Pipe Line Contractors’ Association 
held its third 
January at Houston. 

The 
offering the 
and organization “for any effort which 
for the 
present na 


annual convention in 


chapter passed a resolution 


facilities of its members 


the government may desire” 


purpose of relieving the 
tional emergency. 

Newly elected officers are: Presi 
dent, Laurence H. Houston 
Contracting Company, Houston; vice 
yresidents, Robert A. 
Construction 


Favrot, 


Conyes, Conyes 
San Pablo, 


Thomas, 


Company, 
Robe rt 
Contracting 
pany, Fort Worth; and treasurer, E. J 
Mahoney, 


pany, Lansing, Michigan. 


California, and 


Texas-Louisiana Com 
Mahoney Contracting Com 


elected to 
six hold-over directors, 


directors were 
with the 


Five new 
SCeTVE 
is follows: 

T. A. Hester, Oklahoma Contract 
ing Company, Dallas; M.S. Williams, 
Anderson Brothers Hou 
tay L. Smith, Ray L. Smith & 
Sons, | | Dorado, Kansas; Hi. « ° Price, 
H. C. Price Company, Bartlesville, 
Oklahoma; and C. C. Bledsoe, Mid 


western Constructors, Ine., Tulsa, 


Company, 
ston; 


Oklahoma. 
Richard <A, 


retary of the chapte ,. 


Gump Is executive see 
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Arkansas Chapter elected for its 
1951 president, M. O. Branton, head 
of the Branton Construction Company, 
Little Rock. 

Other new 
Little 

Frase r, 


officers are Artie Greg 
Rock, Ist vice president; 
Fort Smith, 2nd_ vice 
Ray Metzger, Little 
Rock, secretary-treasurer. 

New directors are 
and Phil Baldwin, Jr.. 
and S. M. Dixon, Warren. Holdover 
directors are G. W. May and D. B. 
Hill, Jr., Little Rock, and Gordon M. 
McNulty, Pine Bluff. 


ory, 
J. K. 
president; and 
re-elected 
Herman Carty 


of Little Rock, 


New York State Chapter held its 
silver anniversary convention recently 
in Buffalo 600 in 
attendance. 

Officers elected are: H. G. Dixon, 
of Johnson, Drake & Piper, Inc., New 
York, president; B. R. DeWitt, Pot 


ter-DeWitt Corporation, Pavilion, vice 


with more than 


pre sident; and Thomas F. Fitzgerald, 
Fitzgerald Brothers 
Company, Troy, secretary-treasurer. 

Board of directors: A. FE. 
Dale Engineering Company, Utica; 
A. S. Wikstrom, Skaneateles; Charles 
W. Law, Law Bros. Company & A. J. 
Leaf, Herkimer; Edward W., 
Lewis & McDowell, Ine.. New 


Construction 


Portner, 


Lewis, 


York; 


John Bero, Bero Engineering & Con 
struction Company, Buffalo; A. Lee 
Blades, Hornell; Frank D. Cooney, 
County Asphalt, Ine.. Tarrytown; 
Daniel F. Barboni, Dan-Bar Contract 
ing Company, Ine., Syracuse; Maxim 
Kranz, M. Kranz Engineering & Con 
New York; and 
H. Leonard Baughman, Baughman & 
Blair, Rochester. 

Serving on the executive board will 
be Messrs. Dixon and DeWitt; Mi 
chael J. Torpey, Jr., Woodside, Long 
Island; Donald G. 
ton Construction Company, Bing 
hamton; John M. Phillips, Potter 
DeWitt Corporation; Charles B. Ly 
man, Lane Construction Company, 
Claverack; Stephen A. Scullen, Water 
ford; and William H. Peckham, Peck 
ham Road Corporation, White Plains. 

Speakers included: A.G.C. Presi 
dent W. L. Couse, Detroit; Charles R. 
Waters, Henry Ten Hagen and Fred 
W. Fisch, of the state Public Works 
Department; Charles Sells, New York 
Good Roads Association ; State 
Senator Walter J. Mahoney. 

William M. Lees is managing di 
rector of the chapter. 


tracting Company, 


Davis, Bingham 


and 


Nebraska Building Chapter’s two 
day annual meeting in Omaha, with 
$50 in attendance, was termed the best 
ever held, 
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SLOANE I | “We build 


QUANTITY SURVEYS | MORE foundations 


For T. J. Kalamaja, a member of Peter 


Kiewit Sons’ Company, Omaha, was AT LOWER COST WITH 


All Classes of Construction ||) | chosen president, succeeding Simon 


Korshoj, Korshoj Construction Com 


” 
pany, Blair. New vice president is SYMONS FORMS 


We Maintain a Large Staff i | 0. ©. Beckenhauer, Beckenhauer 
of Engineers Which Assures |]| | Brothers, Norfolk. Paul Borehman, 
Speed—Accuracy-Full Detail |} A. Borchman Sons, Omaha, was 

Reasonable Prefixed elected treasurer, and V. J. Haggart 














| continues as s¢ cretary and counsel, D. 


Charges lly 


. Wagner is assistant secretary. 
New directors are Leonard Meleus, 


Grand Island, and Orville Kingery, 





Approved by 
Associated General Contractors of 
America and Federal, State and 
Municipal Authorities 


Lincoln. 

The Nebraska Building Chapter 
held its annual meeting jointly with 
the Nebraska Chapter. Prominent 
Your Inquiry Will Receive Prompt spe akers included Welton A. Snow, 
Attention and Sample Estimates manager of the Building Division of 
the national A.G.C.; Brigadier Gen 
eral Samuel D. Sturgis, Missouri 
H. A. Sloane Associates River Division, Corps of Engineers; 

Established 1922 i} | Walter L. Couse, president of the 


415 Lexington Avenue national A.G.C.; and Arch N. Carter, 

N York manager of the association’s Highway 

ew York 17, N. Y. Division. Principal banquet speaker 
SURVEYS VALUATIONS | was William Van Murchie, St. Joseph. 
APPRAISALS 























Tri-Cities Chapter (‘Tennessee 


| election results are as follows presi 





| dent, J. E. Green, Johnson City, Ten 
nessee; Vict president, Charles P. 
Wright, Kingsport; secretary, J. M. 
Mullins, Kingsport; and treasurer, J. 
R. Denny, Johnson City 


A.G.C. of lowa during its 29th and 
largest annual meeting elected C, C 
Diehl, Ferguson-Diehl, Ine., Jeffer 1. Connecting 
es oft aaa ted son, as president for 1951. He sue Bolt 


types of road ceeds Arthur D. Ladehotf, Clinton En 2. Two-Way Form Tie 
building and road ; 

maintaining ma- gineering Company, Clinton, who is 3. Tightening Wedge 
chines. Also — now on the board of directors 


BULLDOZER BLADES Two new vice presidents elected are 
rr lh J. D. Armstrong, Ames, and Ray Van 
SCARIFIER and Buskirk, Hawarden. Harry L. Hoak, 
ICE and SNOW . West Des Moines, was elected treas 
REMOVAL BLADES occa as urer 
MOLDBOARDS watts 4 : , | 
SCARIFIER TEETH | New directors are M. M. Schipper 


° > i 

All widths, lengths, ‘ of Indianola, and Kenneth Graves of |} Vv COLUMN CLAMPS 
and Ratmaseons | Melvin. Thomas O. Nobis of Daven FORMS 

Y : . ae 
secretly penched port, and Irving F. Jensen of Sious YIMOUS swore 
machine. ii ( itv, were re elected directors. The 
Write for bulleti | chapter's ‘ + panama e 
pe — chapter's executive secretary is O. W. SYMONS CLAMP & MFG. CO. 


tion. Crowley. | 4259 West Diversey Avenue, Chicago 39, Ill. 
| Please send me the items checked 








‘ . | information regarding Symons Forms 
Mountain Pacific Chapter elected 0 Catalog and Prices ] Construction details 
T. H. Youell, Diesel Oil Sales Com- | 1) Samples () Layout and estimate (our plans 
" . i: under separate cover) 
pany, Seattle, as pre sident for 1951. | Information regarding other Symons Products 


VIN Ola Gane RING He succeeds C. V. Wilder, C. \ a aca 2. raat wren Tie Chairs 


Wilder Company, Bellingham. } 
COMPANY Don L. Cooney, Seattle, is the new | Name 
Established 1854 


BUCYRUS, OHIO vice president, and Alex MeEachern, Address 


also Seattle, is the new treasurer. Paul 
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SISALKRAFT 
“BIG BUILDING” 
PROTECTION 
AT SMALL COST 





CLEAN, DUST-FREE FLOORS 
at reduced cost 
IT’S STRONG: SISALKRAIFT is so strong 


it furnishes positive protection from con- 


| dent; J. 


struction debris, and prevents marring and 
construction stains. Its strength makes it 
ideal for many “closing-in” operations, too. 


IT’S LIGHT-WEIGHT: SISALKRAFT is 
so light and convenient to handle that it 
can be rolled into place easily and re- 
moved quickly. Can be re-rolled in most 
cases, and re-used many times over. 


IT’S AUTOMATIC CURING: The SISAL. 


KRAFT Method of curing and protecting 
concrete is automatic .. . no watching, no 


sprinkling, no other covering required. 


IT’S A“NATURAL” FOR YOU on sin- 


gle-story and multi-story jobs. 


ee also for 
curing and protecting driveways, sidewalks, 
foundations, roads and other concrete slab 
work or masonry. 


Used on thousands of buildings, large and 
small, including world famous UNITED 
NATIONS Secretariat Building, MER- 
CHANDISE MART and many others. 
Write Dept. TC3 
for free samples and data 


stl Kee 


SISAL-REINFORCED 
PROTECTIVE PAPERS 


THE SISALKRAFT CO. 
205 West Wacker Drive, Chicago 6 
New York 17, N.Y © Son Francisco 5, Calif 





Hlinois 


| Games, 


| Contractors elected the following new 
| officers at 


| ville, secre tary-treasurer. 


| are: Vice presidents 


| City. 
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Fredrickson continues as secretary 


manager, 


Nevada Chapter re-elected Earl E. 
Reno, Other 
officers elected dur 
ing a recent annual 


as president. 


membership meet 
ing are: first vice 
president, Walker 
J. Boudwin; second 
vice president, F. 
R. Smith; and 
treasurer, C. V. Is 
bell. Secretary 
manager is Edward 
l.. Pine. 
Directors are 
Wendell Nelson, A. D. Drumm Jr., 
E. J. Maupin, and F. M, 


Mr. Games 


Frandsen. 


Association of Oklahoma General 


a recent meeting: 
John McConnell, Muskogee, presi 
A. Raines, Muskogee, vice 
president; and Veldo Brewer, Holden 
Glenn Me 
Donald continues as manager. 

The board of directors is composed 
of W. T. Milam, E. E. Park, Ray 
Mullinix, W. E. Steelman, J. L. Pha 
raoh, and R. R. Ryan. 





WANT 


LABOR ale ofr 


FORM ERECTION a 
a Sa 





e 
Recent labor data 
available on 
High Walls 


So light Dams 


@ child can 
lift them 


Subway 

Circular Tanks 
Piers 

Bridge Slabs 
House Foundations 
Reservoirs 

Schools 











CHECK COUPON FOR LABOR DATA 


IRVINGTON FORM & TANK CORP. 
Irvington28,N. Y. 
WET send to 


Ce 
bor Data. 


Send more information. | am interested & 
in forms for. 








Oklahoma Builders Chapter r 


| elected H. B. Bass, D. C. Bass & Sons 


| Construction (¢ ompany, Enid, as presi 


de nt. 

Other officers and directors for 1951 
Clarence Smith, 
Tulsa, and Earl Tankersly, Oklahoma 
Directors—H. E. Mefford. 
Enid; Erick Lippert, Oklahoma City; 


W. C. Shelton, 


Cowen, Shawnee. 


Lawton; and Link 
Mrs. Ruth Ann Les 
lie is executive secretary. 

W. E. Price, a former chapter presi 
dent and chairman 
of the in 
the Oklahoma City area, was voted an 


for several years 


Labor Relations Committee 


honorary life membership. 


¥ 


Construction News Monthly 


At the Oklahoma Builders Chapter annual meeting: Roy E. Turner, outgoing 


governor of Oklahoma; A.G.C. President 


| Bass, Enid; and L. F. Rooney, Muskogee. 


W. L. Couse; Chapter President H. B. 
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JAEGERS pull stronger, pump longer 


Mississippi Valley Flood Control 
Branch elected A. G. Hall pre sident 
for 1951. 

Vice president at large is G. W. 
James. J. Warfield Rodgers is vice 
president, and V. A. Long is secretary 
treasurer. R. W. Crawford continues 
as chapter manager. 

Directors are A. G. Hall, G. W. 
James, J. Warfield Rodgers, S. J 
Cohen, W. G. Cook, C. W. Crum 
pecker, M. E. DeWitt, C. B. Ford, A 
Guibet, P. F. Jahneke, S. K. Jones, } 
J. D. Kirven, C. J. List, H. W. Nu 
gent, A. F. Stanford, B. C. Tully, C. 
W. Vollmer, A. L. Walker, T. J. Mul 
lender, W. G. Green, D. K. Fordice. 
and C, R. Weymouth. 





Montana Building Chapter, at its 
annual meeting at Butte, elected the 
following 1951 officers: 

President, E. J. Decker, MeKin 
non-Decker Company, Helena; vice | 





president, Frank Messmer, Haggerty 
Messmer Company, Bozeman; and | 
treasurer, L.G. Hardy, Cahill-Mooney 
Construction Company, Billings. 

Directors: P. B. Anderson, O'Neil 
Anderson Company, Shelby; E.R. 
Mitchell, C. E. Mitehell & Sons, Great 
Falls; and Wm. R. Lowe, Riedesel 
Construction Company, Billings. 

J. Edward Hergert is secretary 
manager. 

Northern California Chapter’s new 
board of directors recently elected the 
following officers for 1951: 

President, A. Earl Holt, Guy F. 
Atkinson Company, South San Fran 
cisco; vice president, Harold O. Par 
ish, re-elected, Parish Brothers, Beni 
cia, California; and treasurer, James | 
M. Smith, Eaton & Smith, San Fran 
Stneide: produce full rated volume at easier speeds, they also hold more 

~ a 





Because Jaeger dewatering pumps are built oversize, to 


The board of directors invited sug 4 priming water and are subject to less 
gestions from members for betterment 
of the chapter or the industry, and 
expressed appreciation to the retiring 


abrasive wear. Combined with double prim- 
ing action and positively lubricated seal 
officers, President George C. Loorz. , (Jaeger patents) they insure fast, sure 
Treasurer Gordon H. Ball. and Di 
rector Al G. Raisch. 

Winfield H. Arata is manager. 


<=> priming without vapor lock on the toughest 
pulls, sustained efficiency on non-stop pump- 
ing. and thousands of extra hours of service 


Chattanooga Chapter re-elected its 
entire slate of officers at its recent 


from both pumps and engines. 





Other sizes 1/,”” to 10”. 


annual meeting at the Chattanooga | See your Jaeger distributor or send for Catalog P-10. 
Golf and Country Club. 


They are: John Martin, Sr., presi- | THE JAEGER MACHINE co. 


dent; Homer Parks, vice president; 


M. Collins, secretary-treasurer ; 528 Dublin Ave., Columbus 16, Ohio 
Jere Tipton, counsel. Directors | COMPRESSORS @ MIXERS @ HOISTS @ TOWERS @ PAVING MACHINERY 
L. A. Warlick, George Verhey. 

Mark K. Wilson, Jr., and O. B. Davis. | 
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plaque 
Warlick Con 
record of 


A handsome bronze was 
awarded to the L. A 
struction Company for its 
92,653 man-hours’ exposure and 15 
days’ lost time in the accident preven 
tion held in 1950. Second 
and third places were taken by the 


T. U. Parks Company and Combs Con 


contest 


struction Company, respe ctively. 
Shelton, Jr., 


the contest committee, prese nted the 


Charles chairman of 


aw ards 


Colorado Contractors Association 
at its recent annual meeting passed a 
resolution supporting proposed legis 
lation to adopt 
development plan for the state. 

1951 elected as fol 
lows: Walter Steinwald, 
Colorado Constructors, Ine.; Ist vice 
Bell, Peter Kiewit 
Company; 2nd vice president, 
Hubner, C. L. Hubner 


and secretary-treasurer, M. J. 


a 20-vear highway 
ofhcers were 
President, 


pre sident, Dan G 
Sons’ 
eae & 
pany ; 


Com 


sears 
Directors: M. EF 


western Engineering Company ; 


Adelstein, North 
Car 


roll Brown, Brown Construction Com 
Forrest S. Crocker, Crocker & 
Inc.; C. M. Hanes, C. M. 
Construction Company ; Carl 
name); A. S 
Construction 


pany ; 
Ellett, 
Hanes 
V. Hill, (company same 
Horner, A. S. Horner 
Company; and Henry Shore, Henry 
Shore Company. 

Standing committees were appointed 
on civil defense, labor relations, public 


relations, new work and marketing 


development, legislation, membership, 


and joint cooperation. 
Earle W. Devalon is managing di 


rector, 


Kentucky Highway Division held 
its meeting iast month in Louisville at 
the same time as the Kentucky Asso 
ciation of Highway Contractors. 

Speakers included General Eugene 
Reybold of the American Read Build 
ers Association, and A. N. 
Washington, D. C., 
A.G.C. 
SION, 

New officers are N. B. 
Corum & Edwards, Madisonville, pres 


manager of the 


Highway Contractors’ Divi 


Edwards, of 


Carter, 


ident, 
Lexington; 


succeeding Harry QO. Wyse, 
and Breedon, of 
Lyons and Breedon, Madisonville, vice 
president. 


James 


W. O. Snyder is executive secretary, 
with offices at Frankfort. 


Louisville Chapter held its annual 
meeting recently in the chapter head 
quarters building. 

Officers elected are: President, John 
I’. Nicoulin, re-elected; Ist vice presi 
dent, Henry A. Steilberg; 2nd vice 
president, Al J. Schneider; and treas 
urer, Guy O. Hawks. 

D. R. Lyman continues as 
tarv-manager. 


secre 


Shreveport Chapter elected the 
following new officers for 1951: Presi 
dent, W. A. MeMichael, MeMichael 
Construction Company; vice 
dent, Benton L. Kelly, J. A. 
Construction Company; — secretary, 
J.N. Barineau, Jr., J. M. Brown Con 


struction 


presi 


Jones 


Company ; and treasurer, 
Welch, Welch Construction 


James F, 
Company. 








CUT MASTIPAVE 
WITH A KNIFE 


LOS ANGELES 





ROTATE BALL OF 
FOOT ON CUT 


Prove to yourself that MASTIPAVE is self-healing . . 


sions, and dents coalesce and disappear under the impact of traffic! 


THIS AMAZING FLOOR COVERING HEALS ITSELF! 
PABCO 


MASTIPAVE 


MASTIPAVE HAS 
HEALED ITSELF 


. cuts, abra- 


Over a period of twenty years the installation of millions of square feet of 
PABCO MASTIPAVE furnish convincing evidence of amazing durability. 


Seruing the Nation 


COLEMAN FLOOR COMPANY 
936 N. MICHIGAN AVENUE, CHICAGO 


ST. LOUIS 








; Contractors, Engineers, 


Here is the first comprehensive practical hend- 
book on WELLPOINTS! This is the information 
contractors and engineers have been seeking 
for years. Not a catalog—not an advertising 
piece—but a valuable authoritative work writ- 
ten by engineers experienced in dewatering 


ram am ean CUERATE TT EFFICIENTLY. 
GRIFFIN WELLPOINT CORP. 
881 East 141s¢ St. New York 54,N.Y. ! 


Please send me, without obligation, my 
copy of THE WELLPOINT SYSTEM 


Title 
Firm 
t Address 


Clip this to your le 


tterhead 
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Committees were appointed on la 
bor, legislation, finance, membership 
and apprentice training. 

C. H. Rollins is executive secretary. 


Kansas City Chapter elected as 
new officers at its recent meeting: 

President, Ding Burton, Swenson 
Construction 
dent, Robert W. Long, Long Construe 


Cempany; vice presi 
tion Company ; 
Haren, Haren & Laughlin Construe 
tion Company. 

H. G. Palmer is executive secretary. 


| 





and treasurer, C. Wells | 


Louisiana Highway & Heavy Con- | 


struction Branch last month elected 
the following new officers: 

President, O. G. Kirby, W. R. 
Aldrich & Company; vice president, 
IF. A. Barber, Barber Brothers Com 
pany; and secretary-treasurer, R. M. 
Lilly, Roy M. Lilly, Contractor, all 
of Baton Rouge. 

Directors are R. 'T. Henry, Henry 
& Hall, Dubach; G. D. Williams, T. L. 
James & Company, Inc., Ruston; W. 
R. Aldrich, and F. L. Barber, Baton 


Rouge. 


Baltimore Builders Chapter elected 
Corbin C. Cogswell, Jr., of Cogswell 
Construction Company, as 1951 presi 
dent. 

Other new officers are: vice 
dent, Walter H 
Brothers Company; secretary-treas 
Ralph W. Young, Young & 
Adams, Ine.; and director, Herbert R. 
Frantz, Sr., Frantz Construction Com 
pany. Hold-over directors are Parlett 
L. Davis and Herbert J. Leimbach. 

A labor relations committee was ap 
pointed with Mr. Goertz as chairman. 

Manager of the chapter is Henry D. 
Romer. 


presi 
Goertz, Morrow 


urer, 


Philadelphia Chapter was ad 
dressed at its recent annual meeting 
by Welton A. Washington, 
D. C., manager of the A.G.C. Build 
ing Contractors’ Division, and Clem 
ent V. Conole, executive director of 
the Chamber of Commerce of Phila 
delphia. 

New officers elected are: President, 
G. J. Lauter; Ist vice president, J. 
Russell Cullen; 2nd vice president, 
John English; treasurer, Thomas S 
Keefer; and 
Harry P. Taylor. 

Directors are James K. Wark, Wil 
liam L. Beck, Howard A. 
and Allen D, Cornell. 
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executive secretary, 


Schroedel 





MADE ONLY BY 


There Is More to Wire Rope 
Than Meets The Eye — 


it’s the invisible 
“ingredients” that 
make the difference. 


Other than its one Red-S ,a 
“HERCULES” Wire Rope would look 
pretty much like any other rope hav- 
ing no distinguishing mark. But there 
is a difference! And that difference is 
due to a “thousand and one” invisible 
factors. It is made possible by setting 
up and rigidly maintaining exacting 
standards... by utilizing our almost 
100 years of manufacturing experi- 
ence in the designing and fabrication 
of wire rope ... by strictly following 
the principle of “quality first!” 

As it has never been possible to 
actually see the numerous properties 
that make one wire rope outlast an- 
other, we originated —in 1886 
the idea of painting one strand of 
“HERCULES” Wire Rope red, and 
since that time the Ked-s has 
not only been a mark by which this 
rope could be identified, it has been 
our constant guarantee that its high 
quality is ever maintained. 

Yes, there is more to“ HERCULES” 
Wire Rope than meets the eye, but 
you can accept, with confidence, 
the assurance that the 


provides. 


We Invite 
Your Inquiries 


A. LESCHEN & SONS ROPE CO. 


Sd 
estastisneo 1es7 9909 KENNERLY AVE. » ST. LOUIS, MO. 


New York 6 
Chicago 7 
Birmingham 6 


Houston 3 
Denver 2 
los Angeles 21 


San Francisco 7 
Portland 9 
Seattle 4 
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Minnesota A. G. C. Elects John Dieseth 


@ Trade Practices Group Appointed; Highway Needs Studied 


» GOVERNMENTAL controls af tractor, succeeding George Heller as 
fecting construction were the theme of — president; M. E. Souther, St. Paul, 
the 32nd annual convention of the vice president of the Highway Divi 
A.G.C. of Minnesota which had a ree sion; Roy A. Shelgren, St. Paul, vice 
ord attendance of 725 in Minneapolis president of the Building Division; 
A major move was the appointment G, T. Maloy, St. Paul, vice president 
of a special Trade Practices Commit of the Heavy Division; and George F. 
tee to work toward the improvement Cook, Minneapolis, secretary-treas 
of relations between general contrac urer. 
tors, subcontractors and specialty con Newly elected directors, in addition 
tractors. to Mr. Cook, are J. D. Meland, Min 
The meeting was addressed by na neapolis, and J. R. Howes, Crosby. 
tional A.G.C, Assistant Managing R. J. Hendershott is manager. 
Director J. D. Marshall; W. A. Snow, Mr. Marshall reviewed changes in 
manager of the A.G.C. Building Con the A.G.C, program necessitated by 
tractors’ Division; E. B. Miller, state — the mobilization program, and stressed 
director of civil defense; Highway the association’s position as an adviser 
Commissioner M. J. Hoffmann; and to governmental agencies in program 
\. O. Larson, president of the Minne ming and carrying out their emer 
sota State Society of Architects. gency assignments concerning the in 
1951 officers elected were: John — dustry. 
Dieseth, Fergus Falls highway con The building division asked the 


Legislative Committee to support the 
proposed state building code law. 

Highway Commissioner Hoffmann 
announced plans for a 1951 highway 
program totalling $27.4 milion for 
construction in an over-all program of 
$30 million including engineering, but 
not right-of-way. 

Included in the program are 450 
miles of grading, 107 miles of concrete 
pavement, 880 miles of stabilized base 
and bituminous surfacing, 262 miles of 
road-mix and plant-mix bituminous 
surfacing, 75 miles of pavement widen 
ing and modernization, and 75 bridges. 

Mr. Hoffmann said the last five 
years of highway work in Minnesota 
have succeeded only in restoring the 
highway system to its 1942 status, and 
stated the experience of all states was 
virtually the same. 

Mr. Larson commended the associa 
tion for its training program and rec 
ommended the use of a single contract 
system in awarding all building con 
struction projects. 








NO HOLDS BARRED (’~ 


A wrestler with exclusive right to use unbreakable holds 
would win every bout. 


A similar advantage, responsible for its unequalled per- 
formance, is a feature of the Owen Grapple. 


Its ingenious Patented principle of operation enables each 
tine, or prong, to dig in and grip independently of the 
other tines-to grasp several rocks of varying size or hold 
in its unbreakable grip stone of tremendous size and 
fantastic shapes that could not possibly be handled by 
grapples of conventional design. 


Get the Owen Grapple bulletin which proves these strong 
statements with many varied and interesting photos. 


Owen Buckets 
and Grapples 


THE OWEN BUCKET CO. 


7750 BREAKWATER AVE., CLEVELAND 2, OHIO 


Branches 
New York + Philadelphia » Chicago + Berkeley, Calif, 








these cost-reducing 
forms for concrete 


Cost records from job after job 
prove that Economy’s system of 
Form Engineering and Rental 
Service means substantial savings 
in TIME—MATERIAL—MONEY 
for GREATER PROFITS. 


ECONOMY FORMS CORP. 


HOME OFFICE + DES MOINES, IOWA 
DISTRICT ee ae Kansas City, Mo 
Mi ipolis in Milwaukee Wis Ft 
Springfield 

N.¢ 


METAL FORMS 
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Ask any successful contractor... 


Hoist Clyde Tron Works, Inc., Du 
luth 1, Minn. “Frame-5" 8,000-lb 
line pull hoist features ease of opera 
tion, safe and positive load control, 
greater economy in power consump 
tion and accessibility of all wearing 
parts, manufacturer claims. Hoist has 
electric-welded, all-steel frame with 
ductile cast iron bearing housings. 
Drums are one-piece, semi-steel with 
bronze bushings and hold 1,500’ of 
34” rope, 2,000’ of 54” rope, 3,700’ of 
4,” rope. Positive ratchets are cast 
on drums. Pawls have control levers 
within convenient reach of operator. 
Foot-operated brakes are heavy-duty, 
asbestos-lined, one-piece bands at op 
posite end of drum from friction 
Automatic brake is furnished on elec 
tric hoists and is available at extra 
price on gasoline or diesel models. 
Shafting is of high carbon steel. All 
running shafts rotate on ball bearings. 
Chain drive runs in oil bath. ‘Tighten 
ing device permits chain adjustment 
without removing guard. Derrick 
swinging gears can be attached to 2 
and 3-drum hoists. Swingers are de 
signed to allow free lead of lines from 
alldrums. Described in Circular MP 
bh, available from manufacturer. 


Clyde “Frame-5” hoist 


Insulation Richkraft Co., Chi 
cago. Reflective insulation, called 
“Richflex,”’ is offered in 3 types. 
Type A consists of 2 sheets of Rich 
flex-coated kraft, bonded together 
with asphalt and reinforced at edges 
and center to provide nailing strips. 
Type B is one sheet of Richflex-coated 
kraft, bonded with asphalt to one 
sheet of plain kraft. Type C is single 
sheet of kraft coated on both sides 
with Richflex. Types A and B meet 
FHA vapor barrier requirements as 
stated in Fed. Spee. UU-P147, Class 
A, manufacturer states. They can be 
used in walls, ceilings or under floors 
in new or old buildings. Application 
requires no special tools. 
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Ask him how important the careful choice of a surety company 
can be. Chances are he will give you several illustrations from 
his own experience . . . a bid in a distant locality where the back- 
ing of a nationally known surety weighed heavily for acceptance 

. a filing deadline met because his surety company had the 
organization to act promptly and efficiently in an emergency . . . 
a complex or unusual project that called for the broadest pos- 
sible bond underwriting experience. 

These are some of the things which enable a resourceful, 
respected surety company to be truly helpful to a contractor. 
These are some of the reasons why it is important to select your 
surety company with care. 


Coast to coast . . . you can count on 
The Atna Casualty and Surety Company 
for prompt, efficient contract bond service. 


Ylo Gob too Biy.... Ho Job too Small” 


| AErna Casuatty AND Surety Company 
| The ina Life Affiliated Companies write practically every form of insurance and bonding protection 
| LIFE AND CASUALTY FIRE ANO MARINE 
AEina Life Insurance Company Automobile Insurance Company 
Etna Casualty and Surety Company Standard Fire Insurance Company 


Hartford 15, Connecticut 
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Grader— The Galion Tron Works & Roller—Galion announces new — guson sub-grade planer will cut aceu 
Mfa. Co., Galion, Ohio. Model 104 “Chief” variable-weight 8-wheel — rate sub-grade for concrete paving up 
motor grader features new Galion — roller, available in 10- and 12-ton (un to 25’ wide. Weighing 10,000 Ibs., 
transmission of constant mesh type. — ballasted weights. They can be planer is rigid and will not deflect 
One lever is needed for all shifting. equipped with 20” or 24” — rear under heavy loads. Blade will cut 6” 
Six overlapping forward speeds pro rolls. Steel drum rolls can be filled to 14” in depth and is adjustable up 
vide range of 1.1 to 20.1 m.p.h. ‘Two with water ballast to obtain from 2 to and down by ratchet jacks acting in 
reverse speeds are provided, with high 3 additional tons. Rolls can be sup- dependently on each wheel. Curved 
of 8.4 m.p.h. Standard equipment in plied with mats and sprinklers for use moldboard uses standard — grader 
cludes combination of hand steering on finishing work. “Chief” has rugged — blades for flat grades. Special blades 
with hydraulic booster and large front transmission and spur gear final drive, can be furnished to cut any contour 
tires same size as rear tires. Hydraulic  ¢ab-controlled differential lock, heavy of grade i 


desired. Planer is equipped 
shiftable moldboard is available as duty clutches, hydraulic steering and 


with Timken bearing automotive type 
wheels which can be raised or lowered 
for moving. Removable tongue is pro 
vided for trailing. 


extra equipment, providing maximum heavy-duty gasoline or diesel engine. 
extension of blade 97” beyond rear 
tires with 12’ moldboard. Weight is 

from 21,840 Ibs. up, depending on s , J 

extra equipment. Circuit Breakers Heinemann Elee 

tric Co., Trenton, N. J. “Special Pur 

pose Unit,” consisting of magnetic cir 

cuit breakers and receptacles in one 

enclosure, is designed for use on jobs 

where portable tools are used. Re 

Galion “Chief” variable weight roller ceptacles are already wired-in’ and 

only connections necessary are those 

directly to line. Equipment is avail 

Sub-Grade Planer— Shovel Supply able with one to + fully magnetic 

2, P.O. Box 1369, Dallas 1. Fer breakers in combination with one or 











PROMPT, NATION-WIDE 


BONDING FACILITIES 


of V-TYPE 4-CYLINDER 9} fyi FOR CONTRACTORS... 
Wisconsin 42=72-Engines 3 


New, Improved Type 


MICRO-FINE OIL FILTER 
Adds More H.P. Hours! 


Dirty oil is one of the worst causes of engine wear 
and expense. You can add many extra H.P. Hours 
of dependable service to the life of your Wisconsin Machined thread 


: . ilin nd of cartridge and 
Engine by keeping the oil free from dirt, filings o oil filter base 
match for 


The new MICRO-FINE OIL FILTER CARTRIDGE re- parks! pees 
moves solids that measure less than 1/10,000th of 
an inch in diameter . . . and will hold its own dry 
weight of acids, dirt and filings! And it costs no more, ; " 
and possibly even less than Oil Filters you have : R ¢ Bonps—Bid and Performance 


sludge-acid that accumulate in the crankcase. 





been using! sept @ Equipment Floaters 

Replace Filter Cartridge after every 50 to 100 hrs. e Complete Casualty Insurance 
of engine service (depending on dust conditions) for Requirements 
the best engine protection, Ask your Wisconsin deal- 


er for the new MICRO-FINE Oil Filter Cartridge. American Surety Group 


AMERICAN SURETY COMPANY 


a WISCONSIN MOTOR CORPORATION ame eae Saouaees eniaaner 
‘a World's Largest Builders of Heavy-Duty Air-Cooled Engines ee eer 
oF MILWAUKEE 46, WISCONSIN Wm Sraninay » Mow Vets, ©. ¥. 
: Agents and Brokers Everywhere 
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APPROVED 
STANDARDS 


40M 


(40,000 G.P.H.) 
COMPLIES 


2 receptacles. Ratings are supplied in 
any combination up to 50 amps. each. 
Equipment is enclosed in corrosion 
Breakers will 


carry rated current continuously; no 


proof steel housing. 
heat is generated in box. 


Scaffolding—Safway Steel Prod 
ucts, Inc., 6234 W. State St., Milwau 
kee 13. New type of portable scaf 
folding is built up from lengths of 
aluminum or steel tubing and quick 


THIS PUMP 
wi 


acting clamps. They can be assembled 
with ordinary wrench. 
scaffold, vertical tubes are set up and 


TH 
A.G.C. STANDARDS 


RIMING 
FOR SELF P 
CENTRIFUGAL PUMPS 


In erecting 


linked together at intervals with hori 
zontal members. Horizontals are ar 
ranged both parallel and at right 
angles to working surface, forming 
box-like structure. Horizontal mem 
bers also act as platform supports. 


This Plate appearing on your 
pump is your assurance of full 


performance -- 





Upright members may be extended as 
high as 200’. Diagonal bracing is pro 
vided to make high structures rigid. 
Tubing sections come in lengths of 6’, 
8’, 10’ and 13’. They are provided 
with plain ends, or have alternate male To assist and assure the contractor, 
the Pump Bureau, with approval of 
the A. G. C., has established certain 
basic standards of pump perform- 


and female fittings which permit cou 





pling tubes together. On uneven 
ground, horizontal tubes can be 


clamped at any point on vertical mem ance. Through the Pump Bureau 


bers to provide level support for plat 
form. Double clamps are of 2 types: 
stationary, with 2 clamps permanently 
mounted back-to-back for holding 2 
tubes at right angles; swiveling type, 
with 2 clamps mounted on pivot so 
that diagonal braces can be fastened 


these reliable pump manufacturers 
meet the standards in their products 
which .are identified by the official 
A.G..Standards Plate. 

Members of the pump bureau are 
conipeting. for your business by con- 
tinual..improvement: of: design in the 
best American tradition of free enter- 


to uprights or horizontals at any de- prise. As developments ‘in pump en- 


gineering improve’. performance ». of 
pumps, théy may ‘be. upgraded = by 
action of the A.G.E€, 

These standards are*approved «by 
the A.G.C. and guaranteed ‘by - the 
Manufacturets ‘listed below: 


sired angle. 





CONTRACTORS PUMP BUREAU 
(Established 1938) Affiliated with .. . 
THE ASSOCIATED GENERAL CONTRACTORS OF AMERICA, INC. 
Munsey Building, Washington 4, D. C. 


NOVO ENGINE CO. 


Lansing, Michigan 


LEYMAN MFG. CORP. 
Cincinnati 2, Ohio 
BARNES MANUFACTURING CO 
Mansfield, Ohio 
CARVER PUMP CO. 
Muscatine, lowa 
C. H. & E. MANUFACTURING CO. 
Milwaukee, Wisconsin 
CHAIN BELT CO. 


Milwaukee, Wisconsin 


CONSTRUCTION MACHINERY CO. 


Waterloo, lowa 


RICE PUMP & MACHINE CO. 


Grafton, Wisconsin 


THE GORMAN-RUPP CO. 
Mansfield, Ohio 


STERLING MACHINERY CORP. 
Kansas City, Mo 


THE JAEGER MACHINE CO. 
Columbus, Ohio 


WORTHINGTON PUMP & MACH. CORP. 
Holyoke, Mass 


MARLOW PUMPS 
Ridgewood, N. J 








Safway portable scaffolding 
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Compressor—IJngersoll-Rand Co., 
11 Broadway, New York 4. “Gyro 
Flow 600” features rotary type com- 
pressor. It delivers 600 actual c.f.m. 
free air at 100 p.s.i. Total weight is 
9,500 lbs. ‘Two-stage, oil-cooled ro- 
tating-vane compressor eliminates pis- 
tons, connecting rods, valves and need 
for clutch. Air is discharged at less 
than 200° F. under normal operating 


conditions. Compressor is driven by 
New 
development on machine is “Air-Glide 
Capacity Control’ which combines 
variable intake unloading of compres- 
sor and floating-speed control of en- 
gine to hold steadier and higher air 
pressures. Separate engine and com- 
pressor stack-type air filters are easily 
accessible for servicing. Eight-hour 


G.M. Series 71 diesel engine. 





WELLMAN Wiliams Type 


FAST BUCKET OPENING SPEEDS OPERATIONS 


Wellman’s multiple-rope bucket permits 
faster opening than a single hinge. 
This speeds up operations, also gives a 
bigger spread in the open bucket for 
the same headroom. 


Wellman’s welded-design buckets 
offer you better performance and longer 
service. In all types and sizes you'll do 
better with Wellman! 


Want Facls? 


Write for free descriptive bulletins. 


CLAMSHELL © DRAGLINE * CUSTOM-BUILT 
BUCKETS * STONE AND WOOD GRABS 


82 


THE WELLMAN ENGINEERING COMPANY 


@ Double-hinge construction on 


7000 Central Avenue 
Cleveland 4, Ohio 





capacity fuel tanks 
equipment, as are 
spring-mounting, 
and mud guards. 


are standard 
automotive steering, 


parking reflectors 


Ingersoll-Rand “Gyro-Flow 600” 


Trencher— Oliver Corp., Industrial 
Division, 19300 Euclid Ave., Cleve- 
land 17, Improvements in 1951 model 
Oliver-Ware “Hydro-Trencher” — in- 
clude increased reach of 16’, making 
it possible to dig to depth of 8’ to 10’ 
and load to height of 5’6” with stand- 
ard trencher bucket. Single 5” boom 
hydraulic cylinder, double 4” dipper 
stick hydraulic cylinders and im- 
proved dipper stick make it possible 
to “push” on large diameter of dipper 
stick cylinders. New permits 
faster Independent, double 
acting ram opens and closes bucket 
discharge gate. Hydraulic accumu 
lator is standard equipment. 
“Forced Ejection” bucket is available 
as optional equipment. 


ram 


swing. 


now 


It can be used 
for both trenching and swing loading. 
bucket and dipper stick 
converts it to swing loader. 


teversing 
Control 
cylinder hydraulically forees bucket 
gate all way through bucket itself, 
thus “forcing” out all material. 
proved counterweight is more rug 
gedly built with weight increase of 
approximately 2,000 lbs. 
available for 


aé 


Im- 


Trencher is 
Oliver 


wheel 


mounting on 


and Model 88 industrial 


tractors. 


Oliver-Ware “Hydro-Trencher” 
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Electric Hammer and Drill—/o- 
dack Electric Tool Corp., 4627 W. 
Hluron St., Chicago 44. Remodeled 
“Do-All” electric hammer and drill is 
announced by Wodack. “Do-All” uti- 
lizes its one motor for performing 3 
types of work—drilling concrete and 
masonry, drilling metal and wood and 


Specified densities are quickly reached in granu- 
lar soils with the Jackson Vibratory Soil Com- 
pactor. For those areas adjacent to structures, 
bridges, culverts, in trenches, factory floors and 
earth fill dam construction, there is nothing that 
begins to equal the Jackson Compactor for speed, 
wheels. Tool is equipped with ball convenience, and thoroughness of compaction. 
bearings with sealed lubrication. It is Self-propelling, the operator merely guides it. 
powered by universal motor with fan Send us a sieve analysis or small sample of the 
ventilation and has switch located in soil, and we will tell you what you can expect in 
handle. It can run from lamp socket percentage of A.S.S.H.O. densities and depth of 
with either direct or alternating cur- , ie compaction. 

rent of from 25 to 60 cycles. It has : 
10’ cord with strain reliever. Body 


of unit is made of aluminum alloy and ‘ . 
complete weight is 15 lbs. 4 w/ ld ¢€7*/], | 


IDEAL VIBRATGRS FOR 
EVERY TYPE OF JOB 


1. Power Plant used with Compactor and Screed, 1.25 
KVA. Others of 2.5 and 5 KVA capacity — all produce 
both single and 3-phase 110 V. 60 cycle AC and 
have generators requiring no maintenance or adjust 
ment. 2, Hydraulic vibrator with time-saving 50’ reach 
3. Powerful, easy-to-handle electric Vibrator, — shafts 
up to 28’. 4. Finest of engine-driven flexible-shaft 
vibrators. 5. Electric Vibratory Screed — most pro 
ductive of all screeds for municipal paving, highwoy 
widening, etc. 6. Heavy-duty Vibrator —a “must” on 
mass construction. 7. Sideform Vibrator — mounts on 
finisher, saves better part of two men's labor, Write 
for “Pocket Guide" describing the entire line. 


driving grinding, buffing and wire 





Wodack “Do-All” electric hammer 
and drill 





Mixer—Awik-Mix Co., Port Wash- 
ington, Wis. New 16-S_ concrete 
mixer has heavier frame sections, coil 
spring mounting and cast steel drum 
heads having machined roller paths. 
Drum roller shafts revolve on larger, 
internal double row, self-aligning ball 
bearings mounted in pillow boxes at- 
tached to heavy trusses welded to 
frame. Gasoline 27 h.p. engine is 
equipped with clutch and spring 
loaded hoist clutch is kept in constant 
engagement. Contact points on each FOR RENT OR SALE AT 
end of charging skip supperting bar JACKSON DISTRIBUTORS 
are provided for selective skip shaker. 
Other changes are improved water 
valve and lever arrangement and posi- 
tive batchmeter actuating mechanism. & EQUIPMENT COMPANY 
New model is interchangeable to dis LUDINGTON, MICHIGAN 


charge either from side or end. 
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Steel Form Stakes—Walter B. 
Snook Ente rprises, 751 Loma Verde 
Ive., Palo Alto, Calif. Stakes of 
corrugated — steel 
form work are of special design on 
which patents are pending. ‘They are 
formed and pointed for easy driving, 
and have pre-drilled nail holes to per 
mit attachment of horizontal formers. 
live sizes are in 


rigid for concrete 


They are re-usable. 


Electric Hammer — Skilsaw, Inc., 
5033 Elston Ave., Chicago 30. Model 
137 11.” portable electric hammer has 
only one part. It) incor- 
porates specially designed power unit 
consisting of 2 alternately energized 
magnetic eliminating gears, 
cranks and connecting rods. It strikes 
3,600 blows a minute. Hammer has 
operating range of 34” to 114” di- 
ameter star drills and extreme operat 


working 


coils, 


standard production—14#", 18”, 


30” and 36” 


to order. 


9 4’ 


Special sizes are made 


ing limits of * 
drills. 


4” to 11 A” diameter star 
It is 161,” long and weighs 20 





Here is Marlow’s NEW 


lightweight, economical 





MUD HOG 


pump 


The ideal diaphragm pump 

for seepage control and 

ditch work. Thoroughly 
proved on construction jobs. 


LIGHTWEIGHT — Easily moved by 


one man, lifted by two. 


LOW COST — Less than half the cost of other Mud Hogs. 


RUGGED — Handles clear or trashy fluids. . 
up to 3,200 GPH. Strongly constructed for long trouble- 


gush... 
free service. 


OTHER NEW FEATURES — Two 
self-aligning crank shaft bear- 
ings end shaft and bearing 
failures. Strong, simple power 
transmission reduces mainten- 
ance. Many other outstanding 
features. 


Ask your Marlow distrib- 
uvtor or send for com- 
plete details on this new 
money-saving pump. 


MARLOW 


WORLD’S LARGEST 


. from a gurgle to a 


| MARLOW PUMmps 
536 Greenwood Ave 
Ridgewood, N. J. 
Gentlemen: 
Please s 


end 
on the ne me com, 


plete inf m. 
we ‘or 

arlow lightweighy Mod wean? Qway 
Nome ©9 pumps 


Address 


' 
| 
‘ 
' 
' 
' 
' 
' 
} Company 
' 
' 
‘ 
’ 
— 


PUMPS view ieese 


LINE OF CONTRACTORS’ PUMP 


Ibs. Unit is carried in steel carrying 
ease containing built-in selenium recti 
fier, 15’ of rubber-covered extension 
cord, 3 star drills and other standard 


equipment. 


Skilsaw Model 437 electric hammer 


Saw-Guide—Skilsaw announces 
portable saw-guide to convert electric 
saw into radial saw. Guide weighs 26 
lbs. and can be attached to small plat- 
It is made for 


825, 87 


form on 2 saw-horses. 
use with Skilsaw models 77, 
and other makes with base width ca- 
pacity of 4"46” to 514”. It has radial 
range of 120° (60° right or left) and 
bevel capacity of 45 Maximum cut- 
off capacity is approximately 17” and 
maximum ripping width is approxi- 
mately 28”, 


Skilsaw saw-guide 


Standard Steel Corp., Los 


Mixer 
mixer is avail- 


Angeles. ‘T'win-shaft 
able in 2 models and is adaptable to 
all makes of asphalt mixing plants, 
manufacturer states. Mixer features 
sectionalized lining to permit quick 
replacement of worn sections. Each 





section is bolted to welded steel body 
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from outside. No holes or bolts ex- 


tend through to wearing surface. 


Tire Changer Divrie Tallyho, Inc., 
Fairburn, Ga. Hand-operated hy 
draulic tire changer is designed for 
removing tires from truck rims and 
contractors’ equipment. Eighteen tons 
of pressure can be exerted by slight 
movement of hand-operated pump, 
manufacturer states. It is adjustable 
to all tire sizes. Included in equip 
ment is special dolly made so that one 
operator can change tire or remove 
Ww heel. 


Dixie Tallyho hydraulic tire changer 


Soil Stabilizer—J/arnischfeger 
Corp., 4418 W. National Ave., Mil 
waukee 14. Model KA-56 single pass 
soil stabilizer is smaller version of 
P&H 8’ and 10’ stabilizers. It proce 
esses 5’ width. It can be used for all 
types of stabilized base construction, 
manufacturer states. It is self-pro 
pelled and requires one operator. 
Fully described in Bulletin S-9, avail 
able from manufacturer. 


P&H Model EA-56 soil stabilizer 
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RED SEAL POWER 
Nha 


There are enough uncertainties in the 
way of on-time completion without any 
needless gambling on factors you can 
control. You can’t have your weather 
made to order, nor insure your ma- 
terials deliveries—but you CAN mini- 
mize the grief from these and other 
causes, by making doubly sure your 
mechanical equipment is right. You'll 
find Continental Red Seal engines 
powering leading makes of construc- 
tion equipment—mixers, shovels, rollers, 
compressors, pumps, generating sets, 
winches, hoists, trucks and tractors for 
highway and off-highway use, and many 
other specialized machines. And the 
unusually wide interchangeability of 
parts from model to model makes it 
especially wise, in times like the present, 


to standardize on equipment with 


Continental Red Seal power. 


er 


a 


FACTORY-AUTHORIZED SERVICE AND GENUINE CONTINENTAL 
RED SEAL PARTS AVAILABLE FROM COAST TO COAST 


Continental Motors [orporation 
MUSKEGON, MICHIGAN 











NEW LITERATURE 





Tractor Hydraulic Controls—Cat- 
erpillar Tractor Co., Peoria 8, Ill. 
Booklet (Form 80046) explains in de 
tail how 3 models of Caterpillar hy- 
draulic controls fit various models of 
Caterpillar track-type tractors. Ar- 
rangements needed to adapt No. 44 
control to D2, D4 or D6 tractors are 
itemized in tabular form. Complete 
specifications for all 8 controls are 
included. Several job application pic- 
tures indicate types of jobs to which 
controls are suited. Cut-aways show 
detailed and operating 
features of and hydraulic 
jacks. 


construction 
controls 


Earth-Moving Equipment Opera- 
tor’s Handbook—Caterpillar is dis 
tributing 32-page operator's handbook 
printed in comic book style. It con- 
tains information on operation of bull- 
dozers, scrapers, rippers and cable 
controls, plus additional material on 
high-speed hauling, loading and grade 
stakes familiarization. It explains 
when to use bulldozers, how to pioneer 
side hill cuts, push loading, rock and 


tree removal, soft fill work, “‘do’s and 
don’ts” of proper tractor-dozer adjust- 
ment and operation and other earth- 
moving applications. 


Oil Filters—Caterpillar booklet 
(Form 30041), entitled Don’t Buy 
Trouble, deals with purposes and 
make-up, of oil filters and qualities to 
be looked for in them. Problems of 
lubrication are discussed, damage done 
by abrasives explained, development 
of “alloy” oils described. Construc- 
tion and operation of filters are ex- 
plained in detail and development of 
filters used in Caterpillar engines de- 
scribed. 


Embankment Stabilization 
Armco Dreinage & Metal Products, 
Inc., Middletown, Ohio. Booklet on 
Armeo bin-type retaining walls de- 


used for em 


bankments along highways, railroads, 


scribes how walls are 
lakes, streams and city streets. Pic 
tures and descriptions show how they 
are installed. ‘Technical data on selec- 
tion of design and units required for 


various types of sections, as well as 
sketches showing typical applications, 
are included. 


Drainage Structures—Armco book- 
let, dn Economical Answer to Limited 
Headroom—Fast Runoff, describes 
“Pipe-Arch” and “Multi-Plate Pipe- 
Arch” for installations where head- 
room is limited or fast unrestricted 
runoff is necessary. Tables give rec- 
ommended sizes and gages of both 
types of “Pipe-Arch” required to meet 
various loading conditions. Erosion 
and corrosion problems are discussed 
and use of ‘Paved-Invert’” and 
asbestos-bonded “‘Pipe-Arch”’ in solv- 
ing them is described. 


Architectural Stainless Steel 
Committee of Stainless Steel Produc- 
ers, American Iron and Steel Institute, 
350 Fifth Ave., New York 1. Booklet, 
Architectural Uses of the Stainless 
Steels, illustrates successful stainless 
steel applications, shows some of stock 
parts available and features design 
details in 10 pages of 2-color draw- 
ings. Metallurgy of stainless steel 





Compiles data on the average costs of owning and operating 


various kinds of construction machinery and equipment. 


More than 1,400 items added not included in previous 


editions ... 


a total of more than 2,400 items in all. 


Includes all important items of equipment as to type and 


size widely used throughout the contracting industry. 


New, easier-to-read and easier-to-use typographical format. 


CONTRACTORS’ 


EQUIPMENT 
OWNERSHIP 
EXPENSE MANUAL 


IN THE NEW 1949 REVISED EDITION 


For general contractors 


Approved by the 30th Annual A. G. C, Convention. 


1227 


SINGLE COPIES: $1.00 ¢ 
PER HUNDRED: $65.00 


227 Munsey Building ¢ 


THE ASSOCIATED GENERAL CONTRACTORS OF AMERICA, INC. 


Washington 4, D. C. 


PER DOZEN: $10.00 


I THE CONSTRUCTION FOUNDATION 


1227 MUNSEY BLDG., WASHINGTON 4, D. C. 


| GENTLEMEN: 


| Please send 


and others in the construction 


industry 


copies of the 1949 edition of CONTRAC- 


| TORS’ EQUIPMENT OWNERSHIP EXPENSE MANUAL 


Zone 


State 
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and forms in which metal is supplied 
commercially are covered, 


Tractors—-Allis-Chalmers Tractor 
Division, Milwaukee 1. ‘Two catalogs 
present new Allis-Chalmers crawler 
tractors—HD-9 and HD-15. Each 
catalog uses double-page spreads to 
discuss major features of tractors. 
Both carry large illustrations of ma- 
chines and their components. Com- 
plete specifications, and details of 
allied equipment and special accesso 
ries, are included. 


Aluminum Church Windows—/n- 
dustrial Engineering Works, 67 
Bloomsbury St., Trenton 6, N. J 


“Twin-Beam” extruded sheuiuaen New Complete VEY) on 


window sections for church windows . 
are presented in 4-page leaflet. Illus 4 | | | FA g "4 1) L L| N G i) 0) 0) Q S 
trations and descriptions show how 

aluminum sections can be formed into Your free copy of this brand new book-brings you full, up-to 
roCol r-rel foils MelsMellMa gol. Mol Ml] )celaehielailale Melolele Mic M3 7-18 Malton 
Tarailellale MJ ota hilaelilolsl mmol Me (ole Mmr th 4-1 Mal -tolslgelel Mate ictal 
opening preparation, and so on. It shows you how and why the 
ry Lefer teh dlare Mat] ohucelge MMe lai lols Meek Ma Gialal-1>] am Dlelola Melk ZT ME Tel Mille Lilt] 
Rollers—The Baker Manufacturing efficiency at every opening 


Gothic, circular head, bullseye or any 
style window. Double-glazing, venti 
lators and screens are also covered. 





Co., Springfield, Ill. Sheepsfoot tamp In addition to the rugged, all-metal Kinnear Rolling Door— 
ing rollers are presented in Bulletin featuring the famous Kinnear-originated ‘‘curtain’’ of interlocking 
892. Featured are specially designed slats—it presents |ve Kinnear bpward-acting doors. These in 


feet, shaped to compact soil without clude the sectiona]-type Kinnear Rol TOP Doors (wood or all 

disturbing it on pull-out. Specifica- metal), Kinnear Bi 

tions are given and table presents ana Y-Tol float Malate] MM Cole Gal hi-MMMEY) ohoZelae MMe lale Mel i Moh Miil-Me ce) Malo lale ME @lal-tol) 

lytical survey of roller features Steel Rolling Fire Doors, the interlocking slat doors with special 

P i ; features for maximum fire safet Galil tela lita celiilale MOlallt st imicls 
y J 


fo} fo Mm DYotola Mm iy lolele Mol Mme liCUil-tiel) Mi -tolitialile MRAZ) 


protection that does not block light, air, vision, or sound are 


ake leti 89 
Bulldozers—-Baker Bulletin : also shown. Write for this new Kinnear Catalog today! 


presents new engine-mounted hydrau 
lic bulldozers, gradebuilders and root 
rippers developed to match new Allis INNEAR 
Chalmers HD-20, HD-15, HD-9 and Cs AS toon 
HD-5 tractors. Design and perform ] 

ance features are described. Specifi 
cations list weight, length of vehicle 
and blade, length and height of mold 
board, depth of cutting edge, lift 
above and drop below ground, maxi 
mum track shoe width, maximum blade 
tilt, minimum and maximum blade 
angle, and, on root rippers, number of 
teeth, teeth spacing and length of 
teeth below frame. 





Woodworking Machines—De- 
Walt, Inc., Lancaster, Pa. New tools 
and attachments catalog lists all items SANE WAY? 
presently available in DeWalt line. WAYS 
Items featured include jig saw, lathe, poor 
belt sander, custom table top and 
safety saw blade. 


Diesel Engines—Detroit Diesel 
Engine Division, 13402 W. Outer K “ : : P 
Drive, Detroit 28. New catalog de The KINN : 7. 0. Factories: 650-680 Fields AvenveColumbus 16, Ohio 

ee 


scribes complete line of Series 71 1742 Yosemite Ave., Son Francisco 24, Calif. 
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2-cvele diesel engines. It covers single 
2 to 
24 cylinders with power ranging from 
32 continuous to 780 intermittent h.p. 
Data are included on G. M. Diesel 
2-eyele design and interchangeability 
of parts. A “Select Your Power” 
chart covers 57 standard power take 
off and 7 


and multiple engine units from 


torque converter models. 


Engine illustrations and an outline of 
Detroit Diesel service facilities are in 


cluded. 


Scaffolding The Patent Scaffold 
ing Co., 38-21 12th St., Long Island 
City 1, N. Y. Bulletin PSS-24 de 
scribes and pictures ‘Trouble Saver” 
tubular steel 


sectional scaffolding. 








CLEVELANDS 


BEAT YOUR SCHEDULES...CUT YOUR COSTS... 
PROTECT YOUR PROFITS WITH CLEVELANDS 


Time and costs tell the profit story on your trenching bids and 
contracts. CLEVELANDS higher digging capacity, bonus power 
and wide range of transmission-controlled combinations of 
cutting and crawler speeds keep you ahead of your deadlines. 
CLEVELANDS extra-rugged structural design cuts costly down- 
time, puts your work on a year ‘round basis handling anything 
from sticky mud to rock and frozen ground. CLEVELANDS proved 
longer service life, plus CLEVELANDS established lower operating 
and maintenance expense add up to rock-bottom trenching costs 
for you, while CLEVELANDS well-known versatility and wide 
range of trench sizes cover all the trench excavation jobs at a 
lower machine investment. See your local distributor for details. 


THE CLEVELAND TRENCHER CO. 


20100 ST. CLAIR AVENUE, CLEVELAND 17, OHIO 





Detailed information is given on erec 
tion and dismantling of basic units, 
building up complete assemblies, avail 
able frames and components and va 
riety of actual applications of special 
nature. Pictures illustrate on-job ap 
plications ranging from rolling scaf 
folds and other small assemblies to 
large erections covering entire build 


ings. 


Form Clamping and Tying Devices 

Universal Form Clamp Co., 1238 N. 
Kostner Ave., Chicago 51. Price List 
No. SA-45 lists Universal line of form 
clamping and tying devices and build 
ing specialties. Items are illustrated 
and sizes available are listed. 


Lubrication Lubriplate Division, 
Fiske Brothers Refining Co., Newark 
5, N. J. Lubriplate Data Book 1-50 
describes Lubriplate lubricants for in 
dustrial applications. It lists fluid 
products (oil type) and grease types 
and lists their principal uses. Proper 
application of 2 types is described. 
Sections of book are devoted to appli 
cations to particular kinds of equip 
ment, including trucks and tractors, 
cement and quarry plants, construc 
tion equipment. List of distributors is 
included. 


Trucks Euclid Road Machinery 
Co., Cleveland 17. Models 80FD and 
82FD rear-dump Euclids of 
capacity are 
(Form 102). 


15-ton 
bulletin 
Features of off-highway 
hauling units, powered by Cummins 
165 h.p. or G.M. 190 h.p. diesel en- 
gines, are presented. 
are included. 


described in 


Specifications 





Train Diesel Mechanics 





A new G.M.C. diesel truck service 
training program, designed to train 
1,500 mechanics from 1,000 G.M.C. 
dealer points by the end of 1951, is 
announced by A. A. Shantz, general 
parts and service manager for G.M.C. 
Truck and Coach Division. The new 
schools will triple the capacity of the 
company’s present diesel training pro 
gram and expand G.M.C.’s_ present 
nation-wide system of 350 diesel serv 
ice stations. 

The training program will be con 
ducted by factory 
mobile diesel service training units. 


instructors using 


The course will last five days and will 
be directed at experienced mechanics. 
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MANUFACTURERS’ NOTES 


W. E. Miles, manager of the indus- 
trial division of THe Oniver Corp., 
has been elected vice president in 
charge of crawler tractor and indus 
trial sales. 


Robert T. Haslam has been elected 
to the board of directors of Wortu 
INGTON Pump AND Macuinery Corp. 
He was, until recently, a vice presi 
dent and director of Standard Oil Co. 
of New Jersey. 


Robert P. Fox has been appointed 
chief engineer of Ctype Iron Works, 
Inc. He succeeds the late O. L. 
Berby. 


Cummins Enaine Co. announces its 
second major expansion in recent 
months. A 9,600-square foot exten 
sion is planned on the DD fuel pump 
building, completed only 18 months 
ago, and new machinery will be in 
stalled for increasing manufacturing 
capacity for new DD fuel pump and 
component parts. An expenditure of 
about $400,000 is involved. 


J. D. Newkirk has been named as 
sistant sales manager in charge of all 
customer relations for Saunk Mant 
FACTURING Co, 


Armco Street Corp. has negotiated 
contracts for its new $35,000,000 blast 
furnace and coke ovens soon to be built 
in Middletown, Ohio. Arthur G. Me 
Kee Co. of Cleveland will build the 
blast furnace, Wilputte Coke Oven 
Division of Allied Chemical & Dye 
Corp. will build 76 coke ovens and by 
products plant and F. H. McGraw 
Construction Co. will construct rail 
road tracks, roads, sewers, and other 
items. 


Frank A. Strouce has been ap 
pointed general manager, fabricated 
steel construction, BeruLeneM STEEL 
Co. He succeeds the late Edwin J. 
Paulus. Walter E. LaBelle, since 
1940 assistant to the general manager, 
has been appointed assistant general 
manager of the division. 


Edwin S. Ladley has been named 
assistant director of purchases of 
Hercuies Powper Co. He succeeds 
William L. Hewes, who retired De 
cember 31. 


The Ricukrarr Co. announces the 


appointment of Herman L. Smith as 
general sales manager, 
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The improved RAMSET FASTENING TOOL, with 
RoTO-SET SAFETY SHIELD, still further simpli- 
fies, saves time and cuts costs of fastening into 
steel, concrete, other appropriate materials. 
You can do your fastening jobs with RAMSET 
in minutes, instead of in hours needed with 
old-fashioned methods or inefficient tools. 

Takes less than a minute to insert RAMSET 
FASTENER and power charge, set the new RoTo- 
SET SHIELD for exact location of fastener—and 
RAM! The job is done, easily, quickly, at far 
less cost than other methods. Use either the 
TAP or the TURN operation, available only 
in RAMSET DUAL-ACTION TooL. Wide range 
of 76 styles and sizes of fasteners to fit 
practically any work. 


See DUAL-ACTION in ACTION! 


Your local RAMSET Specialist will do a sample 
fastening job for you, to show you the time and 
money-saving advantages of RAMSET. To get 
the work finished easier and faster, at less cost, 
use Only RAMSET TOOLS and genuine RAMSET 
FASTENERS and power charges. Send for details. 
Ramset Fasteners, Inc., 12117 Berea Road, 
Cleveland 11, Ohio. 


Pin point fastening ... faster than ever 
with Aeamset Dual-Action 


TAP IT... 
or TURN IT 


Ramset Fastening AY ystem 
Fionec in powder-adiualed fatloning 
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The Wirson-Atsrecut Co. held its 
second annual distributor-manufac- 
turer sales conference in Cleveland 
January 8-10. Among subjects dis- 
cussed were safer and better methods 
of scaffolding, outlook in the heavy 
and light construction industry, intro- 
duction of new products and improve- 
ment in old, insurance to protect user 
and distributor, selling and advertis- 


ing in relation to the general business 
outlook. 


R. G. LeTourneav, INc., announces 
the appointment of James W. O'Con- 
nor and J. W. Gulledge to the com- 
pany’s field engineering staff. 


Alexander Rubin has been promoted 
to general manager of the Building 








It's Wise 


to Centralize 


CENTRAL SURETY AND INSURANCE (ORPORATION. 





CONDENSED FINANCIAL STATEMENT, DECEMBER 31, 1950 
ASSETS 


Cash (in banks and offices) ........ 
Bonds: 
U. S. Government 
State, County and Municipal 
Federal Banks 
Total Bonds 
Central Surety Fire Corporation Stock 
Total Bonds and Stock 


Uncollected Premiums 
Accrued Interest on Investments 


Other Assets 


TOTAL ASSETS 


Reserve for Claims 
Reserve for Unearned Premiums 
Total Claim and Premium Reserves 
Reserve for Taxes and Other Liabilities 
Total Reserves... 
Capital 
Surplus 
Surplus to Policyholders 


TOTAL 


Securities carried at $1,190,7 
required by law 

Bonds are carried at amortized values. N 
or interest at December 3 195 


3.23 in the 


HOME OFFICE KANSAS CITY, 


McGINNIS, 


R E 


» bonds were in default either as t 


1 1,065,335.37 


6,003,244.09 
9,539,788.90 
110,000.0 
$15,653,032.99 
602,499.41 


(not over 90 days) 


$18,971,719.34 


LIABILITIES 


$12,523,849.47 
829,226.91 
.$13,353,076.38 


2,000,000.00 
_3,618,642.96 

5,618,642.96 
$18,971,719.34 


above statement are der 


principal 


MISSOURI 


President 


CENTRAL SURETY PROTECTION Is Written Through Licensed Agents and Brokers Only 





Products Division of L. Sonnesorn 
Sons, Inc. 


The Mir-O-Cot Attoy Co. an- 
nounces that Robert R. Applegate has 
joined its engineering staff as metal- 
lurgical engineer. 


HALLIBURTON 
Co. ‘loaded its 


On January 22, 
PortLaAND CEMENT 
1,000,000th barrel of Shell Brand 
portland cement. The company’s 
plant in Corpus Christi, Texas, had 
been in operation for 10 months. 


Obituary 


Walter Geist, president of the Allis 
Chalmers Manufacturing Co., died 
January 28. He was 56 years old. 
Mr. Geist had been president of Allis- 
Chalmers since 1942. He had been 
with the company since 1909. 





Mixer-Naming Contest 





To help acquaint the plastering and 
masonry industries with their new 
Model T-135-S plaster and mortar 
mixer, the Essick Manufacturing Co. 
has announced a mixer-naming contest 
for contractors and their employees. 
The person submitting the name se 
lected for this mixer will receive one 
of the units free of charge. 

The contest started March 1 
will end April 30, 1951. All Essick 
dealers have specification sheets on the 
new mixer and official entry blanks 
which must be submitting 
Contractors who have no Es 
sick dealer conveniently located, may 
write direct to the Essick Manufactur 
ing Co., 1950 Santa Fe Ave., 
Angeles 21, Calif., for entry blanks 
and information. 


and 


used in 
names. 


Los 


Judges in the contest are: Joseph 
A. MeNeil, past president of the 
Southern California Chapter, A.G.C., 
A. D. Hoppe, past president of Cali- 
fornia Lathing and Plastering Con 
tractors Association, and J. A. Powers, 
president of Mason Contractors Ex- 
change of Southern California. 








PRESTRESSED CONCRETE 
A rational method of construction for ele- 
vated express highways, heavy underpasses. 
underground garages, containers and ducts 
carrying liquids. 
L. COFF, Consulting Engineer, 198 Broadway, 
New York 7, N. Y., Cortland 7-2753 
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VERTISERS’ PRODUCTS 


Manufacturers’ addresses are listed on page 95 


Aggregate (Light-weight) 
Great Lakes Carbon Corp., 
Building Products Division 


Asphalt Plants (Portable) 
Barber-Greene Co. 
Iowa Mfg. Co. 
White Mfg. Co 


Asphalt Tile 
Coleman Floor Co 


Axles (Truck) 
Eaton Mfg. Co., Axle Division 


Backfillers 
Bucyrus-Erie Co 
Cleveland Trencher Co 
Parsons Co. 


Batchers 
Blaw-Knox Division 
Butler Bin Co. 
Construction Machinery Co 
Heltzel Steel Form & Iron Co. 
C. S. Johnson Co 


Bearings (Anti-Friction, Tapered 
Roller) 
Hyatt Bearings Division 
Timken Roller Bearing Co 


Bins 
Blaw-Knox Division 
Butler Bin Co 
Heltzel Steel Form & Iron Co 
Iowa Mfg. Co 
Irvington Form & Tank Corp 
C. S. Johnson Co 
Universal Engineering Corp 


Bits (Detachable Drill) 
Ingersoll-Rand Co 
Timken Roller Bearing Co 


Blades (Grader, Maintainer, Snow 
Plow, Bulldozer, Scarifier) 
Shunk Manufacturing Co 


Bridges 
American Bridge Co 
Armco Drainage & Metal Prod- 
ucts 


Buckets (Clamshell & Dragline) 
Blaw-Knox Division 
Bucyrus-Erie Co 
C. S. Johnson Co 
Owen Bucket Co. 
Wellman Engineering Co. 


Buckets (Concrete) 
Blaw-Knox Division 
Construction Machinery Co. 
Heltzel Steel Form & Iron Co. 
Jaeger Machine Co. 
Owen Bucket Co 


Building Papers 
Sisalkraft Co 
Buildings (Steel) 
Allied Structural Steel Cos 


American Bridge Co 
Armco Drainage & Metal Prod- 


ucts 
Clinton Bridge Corp. 


Buildings (Steel)—Continued 
Gage Structural Steel Co. 
International Steel Co. 
Macomber, Inc. 

Midland Structural Steel Co 
Smooth Ceilings System 
Truscon Steel Co 


Bulldozers 
J. D. Adams Mfg 
Bucyrus-Erie Co. 
R. G. LeTourneau 


Car Pullers 
Clyde Iron Works 


Carpet 
Coleman Floor Co 


Ceilings 
Fenestra Building Products 
Smooth Ceilings System 


Cement (Common and Special) 
Halliburton Portland Cement 


( 0. 
Lehigh Portland Cement Co. 
Lone Star Cement Corp 
Universal Atlas Cement Co 


Cement (White) 
Trinity White, General Port- 
land Cement Co 
Universal Atlas Cement Co 


Clamps (Hose) 
Dixon Valve & Coupling Co 


Compressors 
Allis-Chalmers Co 
Ingersoll-Rand Co 
Jaeger Machine Co 


Concrete Curing Material 
Sisalkraft Co 


Concrete Mixers, Pavers, Tampers 
Chain Belt Co 
Construction Machinery Co 
Foote Co. 
Jaeger Machine Co 
Knickerbocker Co 
Koehring Co 
Kwik-Mix Co 
T. L. Smith Co. 


Worthington Pump & Machin- 


ery Corp.—Ransome Div. 


Concrete Vibrators 


Electric Tamper & Equipment 


Co. 
Ingersoll-Rand Co 
Vibro-Plus Products, Ine 
White Mfg. Co 


Conveying Machinery 
Barber-Greene Co 
Chain Belt Co 
Iowa Mfg. Co. 
Link-Belt Co 


Universal Engineering Corp 


Cranes 
Austin-Western Co 
Bucyrus-Erie Co 
Cleveland Trencher Co 
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Rough ‘approximations’ won't serve an archi- 
tect, engineer or contractor in the serious business 
of estimating concrete or determining the proper 
mixing capacity of a drum. 


You want to know instantly, exactly and in precise 
units of measurement. And you can know, simply 
by reading the AGC Rating Plate on all standard 
mixers and pavers. 


11-S MIXER 


CERTIFIED 
EP? AS BEING IN COMPLIANCE 
with A.G.C. stanoanos e 
ev 

MOXER MANUFACTURERS BUREAU 
GUARANTEED TO HOLD AND PROPERLY 
MIX || CUBIC FEET OF CONCRETE PLUS 
10'S WHEN OPERATED IN LEVEL POSITION. 








Affiliated with the Associated 


General Contractors of America, Inc. 


CHAIN BELT COMPANY THE KNICKERBOCKER CO, 
Milwaukee, Wis. Jackson, Mich. 


CONSTRUCTION MACHINERY CO. KOEHRING COMPANY 
Waterloo, lowa Milwaukee, Wis. 


THE FOOTE CO., INC, KWIK-MIX COMPANY 
Nunda, N. Y. Port Washington, Wis, 


THE JAEGER MACHINE CO. THE T. L. SMITH COMPANY 
Columbus, Ohio Milwaukee, Wis, 


WORTHINGTON PUMP & MACHINERY CORP, 
Ransome Division, Dunelien, N. J. 














BRICATION ECONOM pL 





“‘LUBRIPLATE saved us 
$2,098.16 in seven months” 


The BROWN COMPANY, 
Quality Paper Makers of 
Berlin, New Hampshire, said 
this in an operating report on 
one of their Kraft Mill Lime 
Kilns after changing over 
from conventional oil lubri 
cation to LUBRIPLATE 
No. 130AA 
like this cannot be over- 
looked. It is worth your while 
to see what LUBRIPLATE 
Lubrication can save you 

1, LUBRIPLATE reduces 
friction and wear 

2. LUBRIPLATE prevents 
rust and corrosion 
3. LUBRIPLATE 
nomical to use 


Huge savings 


is eco- 


Write today for case histories 
of savings made through the 
use of LUBRIPLATE in 


your industry 


LUBRIPLATE DIVISION 
Fiske Brothers Refining Co. 
Newark 5, N. J. Toledo 5,Ohio 


ihe erent 7 
LUBRICANT! 


Le DEALERS EVERYWHERE, consult your Classified Telephone Book 








It will hold 835 cars 





SMOOTH CEILINGS SYSTEM 


is proving again its low-cost flexibility 
in this structure. 


$945 PER CAR SPACE 


with 


SMOOTH CEILINGS SYSTEM 


including all mechanical equipment is the estimated cost 
of this parking garage now being built in Minneapolis, Minnesota 


Kraus-Anderson 
General Contractors 
Larson & Mclaren, Architects 
Minneapolis, Minn. 








SPECIAL STEEL GRILLAGES imbedded in 
the slab replace column caps and do away 


with beams and drop panels. 


This saves 


form work and material and makes equip- 


ment installation easier. 


WRITE TODAY FOR FREE BULLETIN! 


— 


Metropolitan Life Bldg 


SMOOTH CEILINGS SYSTE 


+ 


Dept. J Minneapolis. Minn 
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Cranes—Continued 
Clyde Tron Works 
Koehring Co 
R. G. LeTourneau, Inc. 
Link-Belt Speeder Corp. 
Michigan Power Shovel Co. 
Northwest Engineering Co 


Crushing Machinery 
Allis-Chalmers Co 
Austin-Western Co 
Iowa Mfg. Co 
Universal Engineering Corp 


Culverts 
Armco Drainage & Metal Prod- 
ucts 


Cutters (Abrasive) 
Skilsaw, Inc. 


Wodack Electric Tool Corp 


Decking (Roof Steel & Aluminum) 
Fenestra Building Products 
Macomber, Inc 


Derricks 
Clyde Iron Works 


Doors (Metal, Wood) 
Fenestra Building Products 
International Steel Co 
Kinnear Mfg. Co. 

R. C. Mahon Co. 
Truscon Steel Co 


Dredging Machinery 
Bucyrus-Erie Co 
Northwest Engineering Co 


Drills & Drilling Machinery 
Bucyrus-Erie Co 
Ingersoll-Rand Co 
Timken Roller Bearing Co 


Drills (Electric) 
Skilsaw, Ine 


Wodack Electric Tool Corp 


Dump Bodies 
Anthony Co 


Elevators (Material) 
Chain Belt Co. 
Iowa Mfg. Co 
Link-Belt Co. 


Universal Engineering Corp 


Engines 
Allis-Chalmers Tractor Div 
American Hoist & Derrick Co 
Caterpillar Tractor Co 
Continental Motors Corp 
Cummins Engine Co 
Detroit Diesel Engine Division 
Ingersoll-Rand Co 
International Harvester Co 
Wisconsin Motor Corp 


Expansion Joints 
Laclede Steel Co 


Fasteners (For Steel, Concrete) 
Ramset Fasteners, Inc 


Finishi Machi (Bit 





Barber-Greene Co 
Blaw-Knox Division 


Finishing Machines (Concrete) 
Blaw-Knox Division 


Floor Construction 
Smooth Ceilings System 


Floor Covering 


Coleman Floor Co 


Flooring 
Fenestra Building Products 
Truscon Steel Co. 


Forms (Concrete) and Accessories 
Blaw-Knox Division 
Economy Forms Corp 
Heltzel Steel Form & Iron Co. 
Irvington Form & Tank Corp. 
Joseph T. Ryerson & Son, Inc. 
Symons Clamp & Mfg. Co 
Universal Form Clamp Co 


Generating Sets (Electric) 
Caterpillar Tractor Co. 


Graders 
J. D. Adams Mfg. Co 
Allis-Chalmers Tractor Div 
Austin-Western Co 
Caterpillar Tractor Co 
Euclid Road Machinery Co 
Galion Iron Works & Mfg. Co. 
Koehring Co 
W. A. Riddell Corp 


Gravel Plants (Portable) 
Iowa Mfg. Co 


Grinders (Electric) 
Wodack Electric Tool Corp. 


Gypsum Roof Decks 
United States Gypsum Co 


Hammers (Electric) 
Wodack Electric Tool Corp 


Hoists 
American Hoist & Derrick Co 
Anthony Co 
Clyde Iron Works 
Construction Machinery Co 
Ingersoll-Rand Co 
Jaeger Machine Co 
McKiernan-Terry Corp 


Hose (Air, Water, Steam, Suction) 
United States Rubber Co 


Insurance (Automobile, Casualty, 
Compensation, Liability) 
Aetna Casualty & Surety Co 
Central Surety & Insurance 
Corp. 
Employers Mutuals of Wausau 


Joists (Steel) 
Macomber, Inc 


Kettles, Heating (Asphalt & Tar) 
White Mfg. Co 


Linoleum 
Coleman Floor Co 


Loaders (Portable) 
Barber-Greene Co 
Link-Belt Co 
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HERE’S 


Lubricants Quantity Surveyors 


Lubriplate Division If. A. Sloane Associates 
Menders (Hose) 
Dixon Valve & Coupling Co 
Ingersoll-Rand Co 


Quarry Plants 
Austin-Western Co 
Iowa Mfg. Co. 
Universal Engineering Corp 
Mixers (Truck) 
Blaw-Knox Division Rail 
Chain Belt Co L. B. 
Jaeger Machine Co. 


Foster Co 


Railway Equipment & Track Material 
L. B. Foster Co 
Wisconsin Motor Corp 


Mixing Plants 
Blaw-Knox Division 
Butler Bin Co 
Chain Belt Co. 
Jaeger Machine Co 
C. S. Johnson Co 


Reinforced Concrete 
Smooth Ceilings System 
YOU CAN’T BEAT 
THIS COMBINATION 
Here’s a portable Central Plant that amaz- 
ingly reduces pouring costs. It’s CMC 16S 


tandem with CMC two-bin Bin 
Write us today about full infor- 


Mortar (Masonry) 
Lehigh Portland Cement Co 


Reinforcement Accessories 
Economy Forms Corp 

. Symons Clamp & Mfg. Co 

Nipples (Hose) Universal Form Clamp Co 


Dixon Valve & Coupling Co 
THE 


SURE SIGN 
OF GREATEST 
ECONOMY AND 
DEPENDABILITY 


mixers in 
Batcher 
mation about setting up this money-saving, 
record-breaking combination 
When you buy, select CMC and you get the best 
in MIXERS, POWER SAWS, PUMPS, HOISTS, 
DUMP-OVER CARTS, POWER PLANTS, ETC 


CONSTRUCTION MACHINERY CO’S. 
WATERLOO, IOWA 


= Reinforcing Steel and Mesh 
Partitions (Steel, Load-Bearing) a, : 
American Bridge Co 
Bethlehem Steel Co 
Laclede Steel Co 
Joseph T. Ryerson & Son, Inc 
Truscon Steel Co 


Fenestra Building Products 
Macomber, Inc. 


Pile Drivers 
American Hoist & Derrick Co 
Austin-Western Co 
Bucyrus-Erie Co 
Ingersoll-Rand Co 
Link-Belt Co 
McKiernan-Terry Corp 
Northwest Engineering Co 


Rollers 
J. D. Adams Mfg. Co 
Austin-Western Co 
Blaw-Knox Division 
Bucyrus-Erie Co 
Buffalo-Springfield Roller Co 
Euclid Road Machinery Co 
Galion Iron Works & Mfg. Co 
2. G. LeTourneau, Ine 


Riddell Corp 








Piling (Steel) 
Allied Structural Steel Cos 
American Bridge Co. Ww. A 
Armco Drainage & Metal Prod- 
ucts n : Roof Deck (Steel) 
ne Steel Co Allied Structural Steel Cos 
Clinton Bridge Corp Clinton Bridge Corp 


O THONYSuperHOIS FS 


oa all these DUMP BODY advantages / 
Y 


AN 
gue 


L. B. Foster Co 


Gage Structural Steel Co 
Midland Structural Steel Co 


Pipe 
Armco Drainage & Metal Prod 
ucts 
L. B. Foster Co. 
Laclede Steel Co 


Pumps (Contractors’) 
Barnes Mfg. Co 
C.H.&E. Mfg. Co 
Carver Pump Co 
Chain Belt Co 


Complete Machinery & Equip- 


ment Co 
Construction Machinery Co 
Gorman-Rupp Co 
Griffin Wellpoint Corp 
Ingersoll-Rand Co 
Jaeger Machine Co 
Marlow Pumps 
Novo Engine Co 
Rice Pump & Machine Co 


Sterling Machinery Corp 


Worthington Pump & Machin- 


ery Corp. 


Pumps (Jetting) 


Complete Machinery & Equip- 


ment Co. 
Griffin Wellpoint Corp 


Fenestra Building Products 
Gage Structural Steel Co 
Irvington Form & Tank Corp 
R. C. Mahon Co 

Midland Structural Steel Co 
Truscon Steel Co 


Roofing 
United States Gypsum Co 


Rope (Wire) 
American Hoist & Derrick Co 
L. B. Foster Co 
A. Leschen & Sons Rope Co 
R. G. LeTourneau, Inc 
Joseph T. Ryerson & Son, Inc 


Sanders (Belt, Disc) 
Skilsaw, Ine 


Sash (Metal, Wood) 
Fenestra Building Products 
Truscon Steel Co 


Saws (Chain & Portable) 
Skilsaw, Inc 


Scarifiers 
J. D. Adams Mfg. Co 
Austin- Western Co 
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1. “Non-thrust” Roller Bearing 
Pump potented design stops 
pump troubles. 

2. “Balanced” Piston type 
control valve non binding, 
free action, creep proof 

3. Double “T* members sup- 
ports lift mechanism — protects 
truck frome. 

4. Double Arm “Power- 
Speed” Hoist—Super Power 
leverages changing to speed 
for faster dumping cycle. 

S. Double shofts stabilizes 
lift, permits flexibility, odds 
life to hoist frome. 

6. Massive rear body braces 
greater strength 

7. 3 Pyramid Braces on sides 
supports lorger oreo 

B. Body rolls 3%" wide— 
will stond @ terrific beating. 
9. Telescopic tipping frame 








gives full structural strength 
with 3” lower mounting height 
10. Extra large Piston Shaft 
gives odded protection ond 
strength needed for ‘ Spreed- 
ing’ operotions. 

I. Cylinder, seamless steel, 
fitted with blow-out Proof 
Cylinder heod. 





SEE YOUR TRUCK DEALER WE HAS 


VALUABLE LITERATURE FOR YOU 


These and 10 additional 
features fully described 
in Catalog LD 748—no 
obligation, write for 
your copy. 





The value of your Anthony Distributor can’t be meas- 
ured merely by the money he saves you—Call him 
for prices, delivery and service on Dump Bodies, 
Hoists, Lift Gates, Material Spreaders and other truck 


equipment. 


GES) ANTHONY CO. « Streator, Illinois 





Portable Asphalt Plants 
For City, State, Repairs 
and Small Contract Work 


These 8-10 tons per hour Asphalt Plants economically repair 
almost any pavement. Asphalt, brick, concrete, macadam, 
can be resurfaced or patched. Alleys, driveways, sidewalks, 
industrial plants can be paved. 


Produce for immediate hot laying, or for deferred cold patch- 
ing. Match any bituminous surface. 


Mixes at plant, including labor, fuel, and overhead, cost 
about $4 per ton, with $2 aggregate. Average 160 to 200 
sq. yds. 1” thick per hour. A money-maker for small con- 
tract work. 


Also larger plants, 15 and 30 tons per hour. 


Write for catalog and name of nearest dealer. 


Elkhart White Mig - Co. Indiana 








———- BY ROYAL S. KELLOGG 
P-TO-DATE, “Lumber and Its Uses.” 
Fourth revised edition, boils down into 
378 terse pages all that is needed to 
know about lumber; contains more than 100 
solid pages of tables and statistical data; in- 
cludes more than 100 charts, drawings and 
illustrations; is encyclopedic in scope. Useful 
from its first page to its last, and will repay its 
cost many times over. Your copy is ready. 


iI MBER 


ITS USES 


Price $4 Postpaid 
THE CONSTRUCTOR 


 caeeieeameeennieieineill 
ON LUMBER 





Munsey Building - - - Washington 4, D. C. 
STEEL 


RENT suet PILING 
“FASTER FROM FOSTER” 


ALL LENGTHS AND ALL SECTIONS 
TO MEET ALL YOUR JOB NEEDS 
Foster's new lower rental rates on all 
standard piling sections give you alow 
fixed expense as an added advantage 


when you bid on jobs. Pile Hammers 
and Pile Extractors for RENTAL. 


Send for Piling Reference Chart CP-11 


LEE BOBELA 


Pittsburgh 30, Pa. 
New York 7, N.Y. 
Chicago 4, Ill. 
Houston 2, Tex. 
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Scrapers 
J. D. Adams Mfg. Co 
Austin-Western Co. 
Bucyrus-Erie Co. 
Caterpillar Tractor Co. 
Galion Iron Works & Mfg. Co. 
R. G. LeTourneau, Inc. 
W. A. Riddell Corp. 


Screens (Sand, Gravel & Coal) 
Iowa Mfg. Co. 
Link-Belt Co. 


Shores 
Symons Clamp & Mfg. Co. 


Shovels (Power) 
American Hoist & Derrick Co 
Austin-Western Co 
Bucyrus-Erie Co. 
Butler Bin Co. 
Koehring Co. 
Link-Belt Speeder Corp. 
Michigan Power Shovel Co. 
Northwest Engineering Co. 


Shutters (Fire, Labeled) 
9g Mfg. Co. 
. Mahon Co. 


Slings (Wire Rope) 
American Hoist & Derrick Co. 
A. Leschen & Sons Rope Co. 


Spreaders (Bituminous Surface) 
Galion Iron Works & Mfg. Co 


Universal Engineering Corp. 


Stabilizing Equipment 
Iowa Mfg. Co. 


Seaman Motors, Inc. 


Steel (Structural) 
Allied Structural Steel Cos 
American Bridge Co. 
Bethlehem Steel Co. 
Clinton Bridge Corp. 
Fenestra Building Products 
Gage Structural Steel Co. 
International Steel Co. 
Macomber, Inc. 
Midland Structural Steel Co 
Joseph T. Ryerson & Son, Inc 
Smooth Ceilings System 
Truscon Steel Co 


Surety Bonds 
Aetna Casualty & Surety Co. 
American Surety Co. 
Central Surety & Insurance 
Corp. 
Employers Mutuals of Wausau 
Fidelity & Deposit Co. 


Tanks (Grain & Miscellaneous) 
American Bridge Co. 


Tile (Asphalt, Rubber, Cork) 
Coleman Floor Co. 


Tires 
General Tire & Rubber Co. 
Goodyear Tire & Rubber Co 
United States Rubber Co. 


Tools (Pneumatic, Electric) 
Allis-Chalmers Co. 
Ingersoll-Rand Co. 


Tools (Powder-Actuated) 
Ramset Fasteners, Inc. 


Torches (Kerosene) 


White Mfg. Co. 


Tractors 
Allis-Chalmers Tractor Div. 
Caterpillar Tractor Co. 
International Harvester Co. 
Oliver Corp., Industrial Div. 


Trailers (Dump & Crawler 
Wheel) 
Euclid Road Machinery Co. 
R. G. LeTourneau, Inc. 


Trailers (Heavy Equipment) 
Rogers Bros. Corp. 
Trenchers 
Barber-Greene Co. 
Cleveland Trencher Co. 
Michigan Power Shovel Co. 
Parsons Co. 


Truck Axles 
Eaton Mfg. Co., Axle Division 
Trucks (Motor) 
Euclid Road Machinery Co. 
International Harvester Co 
Mack Trucks, Inc. 


Trusses (Steel) 
Macomber, Inc. 


Tunnel Liner Plates 
Armco Drainage & Metal 
Products 


Irvington Form & Tank Corp. 


Valves (Air—Self-Honing) 
Dixon Valve & Coupling Co 


Wagons (Dump) 
J. D. Adams Mfg. Co. 
Austin-Western Co. 
Caterpillar Tractor Co. 
Euclid Road Machinery Co. 


R. G. LeTourneau, Inc. 


Walls 


Fenestra Building Products 
R. C. Mahon Co. 


Washing Plants 
Austin-Western Co 
Iowa Mfg. Co. 
Link-Belt Co. 


Universal Engineering Corp 


Wellpoint Systems 
Complete Machinery & Equip- 
ment Co. 


Griffin Wellpoint Corp. 


Winches 
Clyde Iron Works 
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MANUFA RERS LISTED IN GUIDE 


J. D. Adams Mfg. Co. 
Indianapolis 6, Ind. 


Aetna Casualty & Surety Co. 


Hartford 15, Conn. 


Allied Structural Steel Cos. 
20 N. Wacker Drive 
Chicago 6, Ill. 


Allis-Chalmers Co. 
Milwaukee 1, Wis. 


American Bridge Co. 
Frick Bldg. 
Pittsburgh, Pa. 


American Hoist & Derrick Co. 


St. Paul 1, Minn. 


American Surety Co. 
100 Broadway 
New York 5, N. Y. 


Anthony Co. 
Streator, II. 


Armco Drainage & Metal 
Products, Inc. 

2280 Curtis St 

Middletown, Ohio 


Austin-Western Co. 
Aurora, Ill. 


Barber-Greene Co. 
Aurora, Ill 


Barnes Mfg. Co. 
603 N. Main St. 
Mansfield, Ohio 


Bethlehem Steel Co. 
Bethlehem, Pa. 


Blaw-Knox Division 
2060 Farmers Bank Bldg 
Pittsburgh 22, Pa. 


Bucyrus-Erie Co. 
South Milwaukee, Wis. 


Buffalo-Springfield Roller Co. 


Springfield, Ohio 


Butler Bin Co. 
953 Blackstone Ave 
Waukesha, Wis. 


C. H. & E. Mfg. Co. 
3842 N. Palmer St. 
Milwaukee 12, Wis. 


Carver Pump Co. 
Muscatine, Iowa 


Caterpillar Tractor Co. 
Peoria 8, 


Central Surety & Insurance Corp. 


1737 McGee St. 
Kansas City, Mo. 


Chain Belt Co. 
1625 W. Bruce St. 
Milwaukee 4, Wis. 


Cleveland Trencher Co. 
20100 St. Clair Ave. 
Cleveland 17, Ohio 


Clinton Bridge Corp. 
101 S. Second St. 
Clinton, Iowa 


Clyde Iron Works 
Duluth 1, Minn. 


Coleman Floor Co. 
936 N. Michigan Ave. 
Chicago 11, Ill. 


Machi 
Comp 





A.G.C. Forms and Reports 
Adams, J. D., Manufacturing Co. 
Atna Casualty and Surety Co. 
Allis-Chalmers Tractor Division 
American Hoist & Derrick Co. 
American Surety Group 

Anthony Co. 


Associated General Contractors of America, The 


Austin-Western Co. 


Barnes Manufacturing Co. 





Co. 
36-40 11th St. 
Long Island City 1, N. Y. 


Construction Machinery Co. 
Waterloo, Iowa 


Continental Motors Corp. 
Muskegon, Mich. 


Cummins Engine Co. 
Columbus, Ind 


Detroit Diesel Engine Division, 
General Motors Corp. 
Detroit 28, Mich. 


Dixon Valve & Coupling Co. 
Columbia & Hancock Sts. 
Philadelphia 22, Pa. 


Eaton Mfg. Co., Axle Division 
739 E. 140th St. 
Cleveland 10, Ohio 


Economy Forms Corp. 
4301 E. 14th St. 
Des Moines 13, Iowa 


Electric Tamper & Equipment Co. 


Ludington, Mich 


Employers Mutuals of Wausau 
Wausau, Wis. 


Euclid Road Machinery Co. 
Cleveland 17, Ohio 


Fenestra Building Products 
2253 E. Grand Blvd 
Detroit 11, Mich. 


Fidelity & Deposit Co. 
Fidelity Bldg 
Baltimore 3, Md 


Foote Co. 
1914 State St 
Nunda, N. Y. 


L. B. Foster Co. 
Pittsburgh 30, Pa. 


Gage Structural Stee! Corp. 
3123-41 S. Hoyne Ave. 
Chicago 8, Ill. 


Galion Iron Works & Mfg. Co. 
Galion, Ohio 


General Tire & Rubber Co. 
Akron, Ohio 


Goodyear Tire & Rubber Co. 
Akron 16, Ohio 


Gorman-Rupp Co. 
Mansfield, Ohio 


Great Lakes Carbon Corp. 
Building Products Division 
18 E. 48th St. 
New York 17, N. Y. 
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Bethleh Steel Co. 
Blaw-Knox Division 


Caterpillar Tractor Co. 

Central Surety and Insurance Corp. 
Cleveland Trencher Co., The 

Clyde Iron Works 

Coleman Floor Co. 

Construction Machinery Co. 

Continental Motors Corp. 

Contractors’ Equipment Ownership Expense 
Contractors Pump Bureau 

Cummins Engine Co. 


Eaton Manufacturing Co., Axle Division 
Economy Forms Corp. 

Electric Tamper & Equipment Co. 
Euclid Road Machinery Co. 


Fenestra Building Products 
Foster, L. B., Co. 


Galion Iron Works & Mfg. Co., The 
Griffin Wellpoint Corp. 


Halliburton Portland Cement Co. 


Ingersoll-Rand Co. 
International Harvester Co. 
International Steel Co 
Irvington Form & Tank Corp. 


Jaeger Machine Co., The 
Kinnear Manufacturing Co., The 


Leschen, A., & Sons Rope Co. 
Link-Belt Speeder Corp. 
Lone Star Cement Corp. 


Lubriplate Division, Fiske Brothers Refining Co 


Mack Trucks, Inc. 
Macomber, Incorporated 
Mahon, R. C., Co., The 
Marlow Pumps 
McKiernan-Terry Corp. 
Mixer Manufacturers Bureau 


Northwest Engineering Co. 
Owen Bucket Co., The 


Ramset Fasteners, Inc. 
Ryerson, Joseph T., & Son, Inc. 


Seaman Motors, Inc. 
Shunk Manufacturing Co. 
Sisalkraft Co., The 
Skilsaw, Inc. 

Sloane, H. A., Associates 
Smooth Ceilings System 
Symons Clamp & Mfg. Co. 


Timken Roller Bearing Co., The 
Truscon Steel Co. 


United States Rubber Co. 

Universal Atlas Cement Co. 
Universal Engineering Corp. 
Universal Form Clamp Co. 


Wellman Engineering Co., The 
White Manufacturing Co. 
Wisconsin Motor Corp. 
Wodack Electric Tool Corp. 








MANUFACTURERS LISTED IN GUIDE ) 








Griffin Wellpoint Corp 
S81 E. 14st St. 
New York 54, N. Y 


Halliburton Portland Cement Co. 


Navigation Blvd 
Corpus Christi, Texas 


Heltzel Steel Form & Iron Co. 


Warren, Ohio 


Hyatt Bearings Division 
General Motors Corp 
Harrison, N 


Ingersoll-Rand Co. 
11 Broadway 
New York 4, N. ¥ 


International Harvester Co. 
180 N. Michigan Ave 
Chicago 1, Ill 


International Steel Co 
1715 Edg ar St 
Evansville 7, Ind 


lowa Mfg. Co. 
Cedar Rapids, Iowa 


Irvington Form & Tank Corp. 
Irvington, Y 


Jaeger Machine Co. 
528 Dublin Ave 
Columbus 16, Ohio 


C. $. Johnson Co 
Champaign, Tl 


Kinnear Mfg. Co 
650-680 Fields Ave 
Columbus 16, Ohio 


Knickerbocker Co 
Jac kson, Mich 


Koehring Co. 
3026 W. Concordia ‘ 
Milwaukee 10, Wis 


Kwik-Mix Co. 
Port Washington, Wis 


Laclede Steel Co. 
Arcade Bldg 
St. Louis 1, Mo 


Lehigh Portland Cement Co. 
Allentown, Pa 


A. Leschen & Sons Rope Co 
5909 Kennerly Ave. 
St. Louis 12, Mo 


R. G. LeTourneau, Inc. 


Peoria 5, Ill 


link-Belt Speeder Corp. 
1201 Sixth St., S.W 
Cedar Rapids, Iowa 


Lone Star Cement Corp. 
100 Park Ave 
New York 17, N b 4 


Lubriplate Division 
Fiske _ Refining Co 
Newark J 


Mack Trucks, Inc. 
Empire State Bldg 
New York 1, N.Y 


Macomber, Inc. 
Canton 1, Ohio 


R. C. Mahon Co. 
Detroit 34, Mich 


Marlow Pumps 
Ridgewood, N 


McKiernan-Terry Corp. 
18 Park Row 
New York 7, N. Y 
Michigan Power Shovel Co 
485 Second St 
Benton Harbor, Mich 
Midland Structural Steel Corp. 
1300-20 S. 54th St 

Cicero 50, Ill. 


Northwest Engineering Co. 
Field Bldg., 135 S. LaSalle St 
Chicago 3, Il 


Novo Engine Co. 
212 Porter St. 


Lansing 5, Mich 


Oliver Corp., Industrial Division 
19300 Euclid Ave 
Cleveland 17, Ohio 


Owen Bucket Co. 
7750 Breakwater Ave 
Cleveland 2, Ohio 


Parsons Co. 
Newton, Iowa 


Ramset Fasteners, Inc. 
12117 Berea Road 
Cleveland 11, Ohio 


Rice Pump & Machine Co. 
Grafton, Wis 


W. A. Riddell Corp. 


Bucyrus, Ohio 


Rogers Bros. Corp. 
223 Orchard St 
Albion, Pa. 


Joseph T. Ryerson & Son, Inc. 
P.O. Box 8000-A 
Chicago 80, III. 


Seaman Motors, Inc. 
276 N. 25th St 
Milwaukee 3, Wis 


Shunk Mfg. Co. 
Bucyrus, Ohio 


Sisalkraft Co. 
205 W. Wacker Drive 
Chicago 6, Tl. 


Skilsaw, Inc. 
5033 Elston Ave 
Chicago 30, Ill 


H. A. Sloane Associates 
415 Lexington Ave. 
New York 17, N. Y. 


T. L. Smith Co. 
2853 N. 32d St. 
Milwaukee 10, Wis. 


Smooth Ceilings System 
802 Metropolitan Life Bldg 
Minneapolis 1, Minn. 


Sterling Machinery Corp. 
105 Southwest Blvd 
Kansas City 10, Mo. 


Symons Clamp & Mfg. Co. 
4259 W Diversey Ave 
Chicago 39, TI. 


Timken Roller Bearing Co. 
Canton 6, Ohio 


Trinity White, General Portland 
Cement Co. 

111 W. Monroe St 

Chicago 3, Il. 


Truscon Steel Co. 
Youngstown 1, Ohio 


United States Gypsum Co. 
Chicago 6, III. 


United States Rubber Co. 
Rockefeller Center 
New York 20, N. Y 


Universal Atlas Cement Co. 
100 Park Ave. 
New York 17, N. Y 
Universal Engineering Corp. 
331 8th St., N. W. 

Cedar Rapids, Iowa 


Universal Form Clamp Co. 
1238 N. Kostner 
Chicago 51, Til 


Vibro-Plus Products, Inc. 
54-11 Queens Blvd. 
Woodside, Long Island, N 


Wellman Engineering Co. 
7015 Central Ave 
Cleveland 4, Ohio 


White Mfg. Co. 
Elkhart, Ind 


Wisconsin Motor Corp. 
Milwaukee 46, Wis. 


Wodack Electric Tool Corp. 
4627 W. Huron St. 
Chicago 44, Ill 


Worthington Pump & Machinery 
Corp. 

cece, Mass 

Worthington Pump & Machinery 
Corp. a Div. 

Dunellen, N. J 





McKIERNAN-TERRY 


Ruggedly-Built 


PILE EXTRACTORS 


Provide exceptional pulling power, with the 
sharp energy of blow needed to vibrate and 


loosen 


stubbornly 


set piling. These double- 


acting extractors come in two standard models— 


heavy and extra heavy. 


contains 10 double-acting hammers and 5 single- 


acting hammers. 


Write for free bulletin. 


Also builders of coal and ore bridges, bulk 


material unloaders, bridge operating mechan- 
isms, hoists and marine equipment, and specially 


designed machinery. 


McKIERNAN-TERRY CORPORATION 


Manufacturing Engineers 


18 Park Row, New York 38, N. Y. 


Standardized line also 





WODACK “DO-ALL” 
Electric Hammer 


A score of tools in one 


You use the adaptable Do-all for many 
jobs. It drills concrete, brick or stone. 
2400 hard blows per min. Takes 20 sizes 
star drills (%” to 1%”) in 5 lengths up 
to 24”. Also tools for chipping, routing, 
channeling, calking, vibrating, ete. De- 
tach hammer (1 min.) and Do-all is ready 
for metal drilling (up to %”), wood drill- 
ing (up to %”), grinding, buffing, ete. 


Saves time and labor 


You will speed your work with Do-all. 
Drills a %” hole in ordinary concrete 
1” deep in 15 seconds (or less). Easy 
to operate: only 15 lbs. Runs from lamp 
socket or generator 


GET THE FULL FACTS TODAY 
WRITE FOR BULLETIN 442-C 


Wodack Electric Tool Corp. 


4627 W. Huron St., Chicago 44, Ill. 
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PROFITABLE PERFORMANCE 


Euclids are designed and built for long life 
and heavy duty service in off-the-highway 
hauling. Where the going is tough—in open 
pit mines and quarries .. . and off-the- 
road construction and industrial work— 


“Eucs” have earned their reputation for Rear-Dump “Eves” have capacities 
H . diesel engines of 125 to 380 h.p. This 15-ton model, with top 
rugged staying power, continuous opera- le being leaded on @ highwoy truction job in ; 


tion and low cost production. 


There are models for your every hauling 
requirement . . . body designs for every 
type of material . . . and the speed and 
capacity to haul bigger loads faster and 
at lower cost per ton or yard moved. 


Euclid owners know that they can depend 
on prompt, efficient service from a world- 
wide distributor organization. The services 
of a hauling equipment specialist and 
genuine Euclid replacement parts are 
available to keep operating and main- 


Pah! Euclid Scraper picks up a heaped load on an airport job in North Carelina. ~ 
tenance costs at a minimum. Capacity is 15.5 cu. yds. struck . . . 275 h.p. diesel engine. 


Let your Euclid Distributor provide you with 
information on the Euclid line of earth mov- 
ing equipment ... call or write today. 





( MORE LOADS PER HOUR— 
\ MORE PROFIT PER LOAD 
a Re 


The EUCLID ROAD MACHINERY Co. 


CLEVELAND 17, OHIO 
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THE E & F CONSTRUCTION CO., INC. 
OF BRIDGEPORT, CONN. USES 


Wh) 


BUILDERS TOWERS 


\ 
\ 
\ 


as ere * tater tome = 
ew a, ae ae 


on the PHINEAS BARNUM WOUSING PRQJECT 


To LOWER material\handling cost. 
and SPEED constructiox 


on truck oftowed ‘ea Where material handling costs are a large facfor 
a the preference is foe Clyde \Portablé, Builde 
attach to tower base. - 
Towers! No more costly timbers! o more 
wasted labor in erecting\and dismantling! No 
\. more costly delays! With a Glyde Portable Build- 
ay, ers Tower two men easily assemble fhe 10 foot 
SS tower sections while on the graund and rake 
it into operating position with its ewn hdist. 
Tower ls quickly and is ready to go. . . cutting costs on all material 
ieee handling work. A safety brake, a 2,000 Ib. 
pacity tower derrick and 1/2 yard concrete hoppe 
bucket are optional equipment you'll wank to 
investigate! And remember, costs come do 
when Clyde Portable Builders Towers go up! 


Here’s double economy: One Clyde Portable Builders 
Tower supplies materials to two buildings by means of 


short runway at floor level height. 
Tower hoist quickly : 
| easily raises 
tower into position. 
No outside crane is 
needed 


CLYD IRON WORKS, Inc. 


Subsidiary of Barium Steel Corp. 


HOISTS - DERRICKS - WHIRLEYS - HANDI-CRANES -~- ROLLERS 





